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ORGANIZATION WORK UNDER WAY. 


RESIDIENT IRVING, of the Na 


tional \ssociation of Master Plumbers, spent 


CiIRIS 


several days of this week on a trip to Kan 


sas City, Chicago and South Bend, Ind., leaving tor 
his home in Denver last Thursday. 

Mr. Irvine. in conversation with the editor ot 
“Domestic Iengimeering, expressed himself as opti 
mistic over the outlook for the coming year of the 
association. .\lreadyv much progress has been made, 


Soth in increasing interest and Increase Of mem 
bership. 
States no 


national association will be stimulated to further 


WOW organized Or represented mi the 


activity, and an effort made to effect a permanent 
working organization in each. 

North Dakota has so lar been without ad state 
organization, but President Irving has been assured 
bv State President Hughes of Minnesota that an 
organization will soon be etfected. Seven members 
at Fargo have already agreed to become the nucleus 
of the association, and other members throughout 

1e state are expected to fall in line. 

New Hampshire is thout a state organization. 


and a plan tor increasing the membership and 


etfecting a permanent organization is now being 
considered. 

Vermont is represented by one member only, and 
an increased membership is expected to follow vig 
orous efforts that will be made along this line 

Virginia 1s represented by a very effective mem 
bership in several of the principal cities, but 1s with 
out a state organization. Delaware is in much the 
same condition. 

That there 1s ample room tor growth and effec 
tive work by the association is conceded by [rest 
dent Irving. Ile expects to push forward with vig 
orous efforts to bring the advantages of member 
ship before every master plumber in the country 
who is not now athhated with the association. 

\Where dissension exists in the ranks, the mem 
bers will be encouraged to forget petty difference: 
in the effort to secure the greatest good for the 
greatest number. 

IKducational work in methods of cost accounting 
and the Importance ot cal ulatineg overhead CNPCS¢ 
will be encouraged and members will be urged t 
prepare papers and talks to be presented at th 
meetings, 

Nor wll the social leature he horgeortten win 

arious local associations are to be urged to in 


clude in their programs something that wall stimu 


late the attendance of evi ry member, 1 hich il] 
be included social features at some of the meetine 
\ bigger, broader, better association 1 resident 
Irvine’s aim-—and he feels muth encouraged 
the promises of co-operation from the rious state 


ofticers and local associations 


WHAT IS YOUR HOBBY? 


every man ha hobb What 1 
\ new department tor “Domest enone 
begins with this issue. It is called “ads and Th 


bies.” You will find it on page 1). 
‘Tall “| | byhys 3 97 . 2 begegs 
i Ch] Ll about your NODDY, . (*1}¢ cl pote Lili 
able. Jf vou’re too modest to write about vourselt. 
| > 


tell us something of the hobbies of others in 


trade. 








Modern Practice in Heating and Ventilation 






[X.—The Overhead System of Hot Water Heating, Better 


Known as the 





ROBABLY other one ot the older or 


methods ot hot water heating deserves more especial 
th 
The fact that the circulation of the hot water in a heat- 


no systems 


consideration an the overhead system. 


ing apparatus is due to the difference in the specific grav- 


ity or weight of the two columns of water (flow and re 


turn), stamps the overhead system as a positive method 


1 








of obtaining a perfect circulation of the water throughout 
the entire system. 
There are many other good points to be found in this 
method of piping, as will be noted later on, and it seems 
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Fig. 1. 


a pity that it is adaptable only to a certain class of build- 
flats, 
tures in which the division of space on each floor is simi- 


ings, such as apartments or hotels and similar struc- 
lar. 

The application of the principle of overhead circulation 
with drop supply risers—open tank system—by John H. 
Mills in the early period of hot water heating in this coun- 
try did much to call attention to the benefits to be de- 
rived from its use. The same principle had been used 
by Perkins in England as early as 1830 and by Joseph 


Nason, and his brother-in-law, J. J. Walworth, some ten 
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Mills System—Methods of 


By ALFRED G. KING 


Installation 





or twelve years later. Their efforts, however, were con- 
ducted along the line of pressure heating, using wrought 
iron piping of small bore or diameter, and we therefore 
believe that John H. Mills should have the credit for per- 
fecting the overhead open tank system. 

Figure 1 gives a very clear representation of the over- 
head system. The main flow pipe (or pipes) rises to the 
upper floor or attic of the building and there divides into 
aS many sub-mains as are necessary to conveniently reach 
ail parts of the building and from which the branches sup- 


plying the drop risers are taken. The top of the flow is 
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lilustrating the Overhead Tank System of Hot Water Heating. 


the high point of the system and from this point the con- 
nection to the expansion tank is made. 

One benefit derived from the use of an overhead hot 
water system is that no air valves are required on any 
of the radiators or piping. The main pitches upward from 
the boiler to the point where it is taken to the top of the 
system and from this point all mains and branches pitch 
downward to the drop supply pipes. When the drop 
supply pipes reach the basement they are connected into 
one or more return pipes which pitch toward the boiler. 
The air in the when it is filled with 


present System 
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water and any air that may enter later rises at once to the 
top of the system into the expansion tank and is then ex- 
hausted to the atmosphere through the vent pipe. For 
this reason there are no air valves required on any part 
of the system. 

Under the old system of piping air will collect in the 
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Fig. 2. Expansion Tank Placed Vertically. 


top of the highest radiators on the system, and unless 
it is removed will interfere with or obstruct the circu- 
lation through the radiators. 


Connecting the Expansion Tank. 


There are several methods of connecting the expansion 
tank on an overhead system. If the expansion tank is to 
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Fig. 3. Expansion Tank Used Horizontally. 


be set vertically the connections to it should be made as 
shown by Figure 2. If, on account of head room, it be- 
comes necessary to place the tank in a horizontal position 


the connections should be made as shown by Figure 3. 
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We have mentioned the fact that in connecting the ex- 
pansion tank to an ordinary system of hot water piping 






it should be placed at least 30 inches above the top of the 






highest radiator on the system. This rule does not apply 






to the placing of the tank on an overhead system, as a 






1 


distance of from twelve to fifteen inches above the top ot 






the system is sufficient for the overhead method of piping, 







provided the tank is of the proper capacity for the job 





on which it is installed. 













Size of Expansion Tank Required. 


The size of the expansion tank is an important matter, 






as there are drawbacks to tanks that are too small (or for 






best of results from tanks 






that matter, too large) and the 
that are of proper size. 






To estimate the exact size of tank required it is neces 






sary to consider the increase in bulk of all water contained 
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Fig. 4. Application of O. S. Fittings on a Riser. 


in the boiler, piping, and radiator 
boiling point or 212 degrees, this increase being 4 2-5 per 
cent. As it is customary to fill the system until t 
several inches of water in the bottom of the tank, the 
capacity of it is therefore reduced somewhat, and it 1 
best to provide for a 5 per cent increase in the quantity 
of water. 

In addition to the rule given in the preceding article we 
sive another quick and fairly accurate rule for « 
ing the required tank capacity in gallons. ‘This rule is as 
follows: 

Where there is less than 1,000 sq. ft. of radiation on a 
job (not considering the flow and return pipes) multiply 


the sq. ft. of radiating surface by .03 
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7 pipe and fittings of the two-pipe Job. 


6 Fleader this glance at the illustration « 


c PIES 
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Connection to Branch Using 90 Degree Elbow. 














Fig. 6. 


, for this reason care should be exercised to see that each 
| joint is well “set up” and made absolutely tight. 

A feature of the piping of an overhead hot water system 
is the elimination of the friction to be found in the extra 


\s an example ot 


f this system (with this 
article) and draw in and count the fittings and estimate 
the extra piping required to make it a two-pipe system: 
then consider that with the overhead system in use the 
vater cools and becomes heavier as it descends and the 
circulation through the entire system of returns is at 
the base ot the system after all radiators have been sup- 
plied, the drop in temperature being greater where it is 


MOST essential. 











Fig. 5. How a Base Elbow is UsSed. 
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Some Details of Piping. 
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Fiz. 7. Connection to Branch Using 45 Degree Elbow. 


si ‘3 rhe radiator valves may be placed on either the flow or 
1 connection is llla\ ly round the most convenient 
. (32 ilves ere formerly used on all straight connec- 
— oar tions Straightwav valves with union connection may 
pe e procures These are of the quick opening variety 
susie Ph ire especially adapted tor use with this system. 
iia \We have endeavored to show on the illustration, kig- 
ure 1. several methods of connecting the radiators to an 
Cl ul svsten Tt pipin te that some ot the connec- 
= 4 , rons are rade above the floor while other connections are 
ore neces i ( een hoo;&rs 
mnections \ll horizontal pipes pitch downward in the direction in- 
| 1 ~ ted bv arrows: the arrows also indicate the direction 
ly at th t the flow of the water through the system. 
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: sketches show two jobs on which I would like to have | } f 
Z your opinion | | 
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1 i | In the drying process it is necessary always to mak¢ 
some provision for carrying off the moisture which is 
added to the air during the drying process. We have 
1 i | | | found it to be advisable to make openings at or near th 
' | | . : 
1 ° | tloor (>i cl arving POON), {)] such S1iZC as would supply “all 
{ ft ] | adequate amount of air, and take the moisture out of the 
i” | 
PAC Bibb + | j dry room through small ventilators from the roof, or on 
a 4a : 
“ur - j i | 
cos 
: QL +> + 
pt--— 4 
Fig. 1. f ; 
The heater in lig. 1 1s an Ideal tank heater, No. 00, the 
room to be heated is 3x3 ft. and 7 feet high, and it i 
used for a drying room in a tailor shop. ! 
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The temperature must be 90 degrees. The room is either side at th 


inside of a building and it will be lined. [ would like» suggest t 
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made at the floor line on each side of the dry room, and 


that similar openings be provided at the ceiling, in order 


that a circulation of air may carry off the moisture as it 
is added to the atmosphere in the drying process. 
The heating coil should then be placed along the side, 


very near the floor of the room [In our judgment, if 
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Fig. 5. 


these arrangements are made, a pipe coil composed ot 
100 ft. of 1 in. pipe will be sufhcient to maintain a tem- 
perature of 90 degrees, provided the water in the system 
is kept at a temperature of trom 160 to 180 degrees, ac 
cording to the needs of the room. We would place this 
pipe in the form of a return bend coil around three sides 
of the lower wall of the drying room. Correspondent’s 
plan of doing the work is shown in Fig. 1, and our sug- 
gestions to improve the work will be made clearer by 
higs, 2 and 3 

In bkig. 4 
system that he wants help on. Undoubtedly his intention 


correspondent shows the hot water supply 


is all richt, but he will have to change the connections to 
the furnace coil he fore he can expect good results. As 
Fig 4 shows it, the flow pipe from the coil connects into 
the bottom of the boiler, which is obviously wrong. The 
flow from the coil should connect into the water front, 
as in Fig. 5. With this change we believe the job should 
work O. K, 
Fig. 5 also shows how a radiator may be connected 

the event that there is a surplus of hot water when the 


furnace iS in operation 


Fargo, N. D.—Edward Madison has secured the con- 
tract for the plumbing in the new auditorium in this city 


Consideration $2,500 


ANSWERS QUESTION ABOUT CLOSET VENTING. 





Editor “Domestic Engineering’:—Will you _ kindly 
state the advantages of raised rear vents, and why they 
are better than the common local vent? 


We are interested in the subject in connection with 





a MBS 


vert Pipe 





>= 





Plushe- | 


Morr 





/TOA18SECDA a 





| 
: 





\ 
Nez 
| 

3 


fe € ar +o od 


’ 


venr 
LAOMDE a 



































Fig. 1. End View of Line of Water Closets with Raised Rear 
Vents. 


school house work, and would appreciate it if you would 

show some of the best methods of running these vents in 

school toilet rooms. 
Rochester, N. Y. 


A. & M. 





In Fig. 1 we show a water closet to which the raised 
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Fig. 2. Raised Rear Vent Connected to Galvanized Vent Pipe. 


rear vent is applied, and by the way, this same principle 
may be applied to any of the various types of water 


closet. 
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In the use of the common local vent, a water closet 
must be used which has a horn projecting from the side 
of the bowl, and near the top. To this horn the 2-in., 
local vent pipe is attached. The 2-in. connection, how- 
ever, is not large enough to accomplish the best results, 
but from this part of the bowl it is not practicable to 
obtain an opening sufficiently large for the purpose. Fur- 
thermore, the connection of the local vent pipe to the 
horn is hardly ever tight, and often leaks whenever the 
hxture is flushed. In the event of stoppage in the outlet 
of the bowl, the contents of the fixture will back up 
through the vent opening, into the vent pipe, for the 
opening is below the top of the bowl. 

All of these objections are overcome in the use of the 
water closet provided with a raised rear vent. As seen 
from Fig. 1, the outlet of the raised rear vent is entirely 
above the top of the bowl, and in this location the largest 
possible area for the vent can be obtained. 

This vent can also be arranged, as in Fig. 1, so that 
at each flush of the fixture, the vent will be thoroughly 
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Fig. 3. Use of Exhaust Fan with Raised Rear Vents. 
flushed. Another good feature is the fact that the 
opening of the raised rear vent is entirely above the 
water line, and therefore properly constructed and locat- 
ed to receive all the odors arising from the use of the 
fixture. 

After leaving the water closet, the method of running 
the vent pipe is capable of innumerable modifications, 
depending on the practical conditions that exist. 

For a single fixture, especially if installed to replace an- 
other fixture on old work, the best method would often 
be the one of Fig. 2, where a galvanized vent pipe is 
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used, connecting into the chimney flue. In school house 


work and in other public toilet rooms, where a line of 
water closets is installed, the use of galvanized vent pipe 
may often be adopted, as in Fig. 3, the vent pipes being 
concealed behind the partition back of the fixtures. Very 
often an exhaust fan operated by electricity can be used 
to remove the foul air, 1f the vent duct cannot be con 


nected into a constantly heated flue 
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Fig. 4. Raised Rear Vents with Vent Flue Carried Through 
Roof. 


| 


A very common and excellent method is to build back 


of the partition against which the water closets are set, 


a wooden vent chamber, such as seen in Fig i mto 
which the raised rear vents from the several hxftures are 
directly connected. from the most convenient point in 


this vent chamber, a galvanized vent pipe of sufficient 
size is carried either to the exhaust fan, into a heated 
flue, or through the roof, in the latter case with a ven 
tilator at the top of the vent stack. 


In the case of new buildings proper provision is often 
made for a ventilating flue as in. Fig. 4 Into such a 
flue the raised rear vents can be directly connected, as in 
Fig. 4, and the main vent ducts from the different line 


of water closets can likewise be so connected 

Our illustrations give some of the common methods 
in use, but it will be clearly seen that many other modi: 
fications are capable of being applied to the problem 


Houston, Tex.—lF rank Waldman has purchased th 


tire stock and fixtures of Nichols & Brush at 1207 Prair 
\venue and moved his plumbing and heating busin: 
from San Jacinto Street to 1217 Preston Avenue. 


Baltimore. Md.—W. H. Williams, who has for several 


years conducted a successful plumbing business in Rasp: 
burg, a suburb of this city, has just opened an up-to-date 
establishment at 1712-1714 Greenmount Avenue in this 
city. This will hereafter be his headquarters, while hi 
business at Raspeburg will be run as a branch. His off 


in Builders’ Exchange will be discontinued 
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Action—Use Your Wil 


Some of the Essential Principles of Business 
Sheldon Apply to the Master 


Success 
Believes 


Plumber and 


I—-Succeed 


That A. F. 


litter 


he hie and it remembers; it imagine: Sines an do three things, don't 
you think you had better use it in three ways? 
! lL Ga tot Since memory is a law of success are you not wronging 
calt juisite of success, keep well lo do ourself by having a poor memor specially when ther: 
é ph | well being ire methods of improving Think how important a mem- 
! uman nature 1s a big success asset, ory of taces and names is. What patron does not like to be 
t. | must stud) ecognized by you—especiall name—when he calls the 
edge ne entia iste econd or third time. Great men lke Caesar, Napoleon and 
i t ligent application 1s necessat (grant owed a great part ot their success to their accurate 
have done t re uly now to enter the memories for faces and names 
re [ts rewards wall Ix | There was a time when it was thought that imagination was 
e | er tained Correct et the right kin eful to poets and artists only. Now, however, the profes 
sional and commercial world is awakening to a sense of its 
in ! | e written that will never be pul alue. It is Edison’s powerful imagination that makes him 
The re thousan tf inventions that will neve the wonderful inventor he is. [lis power of combining one 
wht to their makers Phere are thousands n dea with another in a new way. The phonograph, the vita- 
th { t will end in de pai nd deteat scopt the electric car, thre lying machine were at one time 
Because, while many peopie act, they do not act 1 mere mental pictures of the imagination in the inventors’ 
ay Ce minds. They would have remained so vet, had they not used 
i teen not mMspiIration, hut pet spirath n. their initiative to make the pictures real 
partl partl ! It lore thar fhe sewing machine at tirst stood onfessed failure 
mn ul | vor i pl ind plu lhere scemed no way to stop it from breaking the thread. 
i} leda that itistactory. de but aman of genius came alone in the person of Howe. Hi 
rhinve applied his WmMagination heured Out a Wav to bring the thread 
! kl be, Genius is hard work, plus know! down to the shuttle and back again without having it cut 
Neat MnNAatwor energ Wis [fis imagination pointed out to him that if a shit was mad 
ty i] | neve thre side of the needk tilis uld lye done. 
: edge only Cl Lhe t fortunes of the Rk etellers, the Vanderbilts, and 
Cl bmitiat only nev e Goulds, and many other millionair es, are the results 
! . ! practical imaginations. 
+4 ] " : 
| [here are great fortunes vet to be made by the men with 
. the right kinds of imagination. (Get busy: use your imagina- 
; ; 
Cage tO app! ur cnergies m the proper Chan tion more than you have don r profession or in your 
) roy Ses Isines See if 1 cant on better ways of doing 
I 101 **) 
| ) t let h splends | ur power to acquire 
| nowl nemor ur imagination grow rusty for lack 
| a Exercise is the secret ength for both the mind 
nal aor 
i! vort » KECTD 1] either mentalh r physically 
t the glorious health that gives you an appetite 
! the good thing t rid t makes the sun- 
| ” oer ne seem brighter, the air seem purer, the people you meet 
| an t ut ul: trust : : 
ellows, despite th | t, | say, rep 
| . 1 hy indred-fold 
| \ Nendid reservy: ealthy man has! The 
happy view he takes of thing r power’ for succes 
) Wis abate Lf els ed tor the e feels he can do what ts 
| ' , nd more. 1 halt t | ht for s 
he 
7 we | eserve power ot | 0 r that is, too! 
+] ] splendid is to feel that you have more than the o 
ii | ) ( 
aan | | | ok thets : casion demands; that you re r technique; that 
aly ol | - ne ee a are ready to grasp the opportunity 
ivan nm 1 ! ns Phev hold to the Ie] Start the battle tor s1 Cs er reserve power 
e world ryit r thy knowledge and strenetl | 1 will win 
tv' Noveltv'! Novelty! ' “ To attain success, the man must be a success. 
1 ds on n the same old way tl You must nourish and r min You must nourish 
five years ler that tl rld passe nd use your body. You 1 nourish and use your feelings 
You must nourish and us¢ ill. Do those four thing's 


s | 
| } 
? 
{ 
| 
VC] 
| 
(iia 
7 
‘yy 





Ba sree vi 


ASAE 


Kasi 





Ni tiles Se $2 " 
Mette ae tog Sr. 


i 


October 4, 1913. DOMESTIC ENGINEERING Sy 





"ry "6° 
o."Ge —_ "2". 


- §£"ILEGAL DECISIONS _— ii 


4 ee 
Se Se . ad “ell. 

















Rights Under Mortgages to Plumbing Fixtures. and assert the superiority of her own lien, vhi 
4 . . . . - ° yl Ns +? ly ,¢ iy) 7% ‘ . 
: \ special term of the Supreme Court of New York, Cerendant Had no notice. 
| New York County, holds that there must be a judgment 


for the defendant, with costs. in the case of Croxson vs. Objections to Lien for Boiler not Sustained. 


3 I’, Plumbing & Heating Co., 139 New York Supplement, The Court of A\ppeals ot Kentucky, in Menne vs. a 


od 1093, an action by a holder of a real estate mortgage to Radiator Co., 150 Southwestern Reporter, 24, athrms 
enjoin the detendant from foreclosing a later chattel judgment enforcing a material mans len tor the pi 
mortgage on and removing plumbing tixtures which it of a boiler which the mipal laimed 1 have sol 


had installed. The chattel mortgage covered “all wash- and delivered to detendant Menne to be used in heatin 


out closets, oak tanks, enameled iron backs, nickel-plated his dwelling house. The boiler was purchased by tl 


‘ cocks and overflows, enameled iron basins with  nickel- defendant through a plumbing contractor, who installe 
4 plated cocks and traps, white porcelain trays, covers and and put it in Operation in the detendant | ise im. the 
: legs, enameled hot water boiler and heater, and all other place of an old boiler, which had becom irthless fro 
q plumbing and gas fixtures now installed or which may long use. The contractor became insolvent and lett tl 


. be hereafter installed” in two certain five-story buildings. state. Before doing so, however, he obtained trom. th: 


The court says that if the plumbing fixtures supplied by defendant the price of the boiler due thi ynpany, b 
- ‘ £ 7 
the defendant had been of such character that, once instead of paying it to the latter, approp d it to 


athxed, they could not have been removed without sub- own use, 


stantial injury to the freehold, they would have become, The court says that the defendant contended, amon 
: upon installation, a part of the real property, and so sub- other thines. that the judgement should be reversed. bi 
ject to the plaintiff's mortgage, which was then of rec- cause neither the boiler installed in his residence, no 


ord; and this would have been so, notwithstanding any the use made of it, constituted it the character of mate 


7 ; 2 ‘ 
agreement made between the vendor and vendee of th rial for which the Kentucky statute allows a hen. Bb 
iixtures wit h { h e intention ol presery in Yr I h eC] r c] laracter tha t contention toune | its re futation inthe aneuane 


¢ . rs ¢ - _ > . ; _~ + e roi; ¢ . ; . . es 4 | + 
ads pel onal property atte! thie 11 phy ical anne xation tO thie the Statute, wh ch provides \ pcrso}l Wil } pecritor! 





reality. The defendant, furnishing tixtures of that char- labor or furnishes materials in the erection, altering o1 


acter, and yet seeking to retain a lien upon them, would repairing a house, building or other structure, or 


be attempting to acquire an interest in the real property, iny fixture or machinery therein, or for the excavatin 


and the record of the prior mortgag: upon that property of cellars. cisterns, vaults, wells, or for the improvem« 





would be notice to it. in any manner, of real estate by contract with, or by th 


: The fixtures in question, however, were of a difterent written consent of the owner contractor, 1 
4 character, and whether they should be regarded, when architect or authorized agent shall ha ct ereo! 
2 affixed, as still retaining their character as chattels or as and upon the land upon which said improvement 
having become a part of the real property to which they have been made or any tere | ha 
were annexed, might depend upon rious considerations une, to secure the amount ther 
and even upon the relations of thi parties between whom Manifestly the bonles which | 
the question arose. It was, at any rate, the proper sub heating the defendants hous t | 
ject of an express agreement betw C1) the vendor and thre the The ( S it supple d thi () q 
vendee, and the chattel mortgage was such an agreement. one: and ‘t was also -both a {fixture at 
and clearly showed that the parties intended the fixtures if so tar improperly classified, in any 
to retain their charactet as chattels, even after thes reason tor saying it ¥V ( 
were in the building. It followed, therefore, that, sine: Inent in any manner of the prop 
the defendant was merely contracting to supply certain under the designation last Cy er 
chattels to the owner of the freehold, and was not ac- manent and necessary part ot thee bul 
quiri vy or attempting to acquire any interest in the land, Nor does the court deem tenable tl! 
the record of the plaintiff's existing real estate mort- the statement to secure the het 
4 gage upon the land was not notice to him, teer, and not y th OnIpan : 
# 
It was urged that the hattel mortgage was void, as Kentucky statute with respect : 
é to the plaintiff, because when it was made the mortgagor to bi le hi in | 
ES had neither actual nor potential ownership of the chat- shall b Ibed and 
tels, and also because ! led until two months o Hen, OF DY sole OM , 
: atter { \\ C 1] cacle er V4 @y ( ible t he s ¢ oOprrvections i}} r j led anid ' 
might be in a case proper for their application, they ne | IN sson, 1 tO | 
could not prevail her Che plaintiff was chargeable oii ne statement tho » Hi] 
with knowledge of the chattel mortgages. through the Tima Tac tablished su 
knowledge of her agent before the chattels were brought hi shat niatainnle the statute 
to the premises, OF, at any rate before thie y were annexed me one aie the laimant 
thereto. She stood by and saw these chattels annexed FOOT SNOWING a nt 
to the realty under an agreement by virtue of which, the lien 
as she knew, the vendor expected to retain a lien upon 
them. It seems to the court impossible to hold that she ° York, N. \ William | 
can now be permitted to come into a court of equity ne business trom 611 Fagle Ave 
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The Good Ship “Eileen.” 


lop of the mornin’ to you, Cap’n Heap. Had a spank- 


























in’ fine run from Chicago, did you?” 
The aforesaid query came from the lips of an old ex- 
salt living in Grand Haven, Michigan, as the good ship 
Kileen” dropped anchor at that lake port a short time 
The “Eileen” is a majestic looking pleasure craft. Cecil 
R. Heap of the Grand Haven firm of Walliam Heap 


& Sons, is the spry and venturesome chap who governs 
the movements of this young greyhound of the lakes. 
He's the captain, the “heap big Chief,” the boss sailor 





The “Eileen” Ready for a Cruise. 


of this noble vessel. If any of the crew would dare to 
mutiny or “start anything” while at sea, Cap’n Heap 
would sure give them, not a peck, but a heap of trouble. 
The Cap'n could quell in a jiffy any mutiny. He’d simply 
point a pistol, a gun, a blunderbuss or something of that 
sort at the riotous men, and he’d shoot too. Yet suf- 


ficient. however. would he: 


One bold bluff from Heap 
That he would put to sleep 
\nd bury in the deep 

The tar who failed to keep 
\s good as Mary’s sheep. 


Kvery sailor who essayed to get too gay on Cap’n 
Heap’s vessel would soon have the conceit taken out of 
him. The captain would teach him to obey orders or 
“walk the plank.” On board the “Eileen” the imperial 
command of Captain Heap must always be obeyed. His 
crew all know that his word is law 

The “Fileen” is 26 feet long and 8 feet beam, and she 
carries a 25 horse-power heavy marine engine, which at- 
tains a speed of eleven miles an hour. The noble vessel 
has long cruises of 500 miles to her credit, and she has 
seen some real pough weather, no kidding about it, either. 
Ask Cap. Heap, if you don’t believe it. Why, geoodness 
gracious, when the “Eileen” was putting into St. Joseph 
on her return trip from Chicago a few weeks ago, a huge 
wave stove in one of her cabin windows, and ‘twas the 
ship’s carpenter for her’s. 


The worthy craft has an electric generating plant, and 
is electrically lighted throughout. There are sleeping 
quarters for four people with a galley for the cook. Other 
features such as a lavatory, water closet, etc., are thorough 
to the smallest detail. 

On the maiden voyage of the “Eileen,” which was from 
Chicago, all of the crew were well-behaved and tractable 
as little lambs. They obeyed orders like all good land 
lubbers should. Captain Heap reports that he had no 
trouble with them on the high seas. They attended to 
business while under Heap’s command. The captain saw 
to it that they didn’t loaf on the job. The crew con- 
sisted of C. R. Heap, captain; W. B. Bryar, of the Bailey- 
Farrell Mfg. Co., Pittsburgh, first officer; Geo. P. Stan- 
nard of the Burlington Brass Works and Charles W. 
Long of the Bailey-Farrell Mfg. Co., deck hands, and R. 
W. Hillman of Richardson & Boynton Co., New York 
City, Steward. The cruise from Chicago lasted eight 


days. Some cruise, eh? 























New York, N. Y.—J. Stodel has moved his plumbing 
establishment from 198th Street and Webster Avenue to 
195th Street and Decatur Avenue. 

Medina,O.—S. W. Anderson has purchased the stock 
of the plumbing firm of Becker & Co., and he has opened 
a modern establishment on the Square. 

Tyrone, Pa.—Edward Tierney has purchased an interest 
in the plumbing and heating business of W. W. Eckels, 
1220 Pennsylvania Avenue, and the business will hereafter 


be conducted under the firm of Eckels & Tierney. 


PUBLIC COMFORT STATIONS. 





The city engineer of San Diego, Cal., is at work on 
plans for an underground public comfort station which 
is to be constructed at the Plaza in that city. 

Plans for a public comfort station to be erected at the 
Fulton Street Park in Grand Rapids, Mich., have just 
heen completed by City Engineer Stevens of that city. 

The city council of Sandusky, O., has asked the city 
engineer to prepare plans for the construction of a 
public comfort station at the foot of Columbus Avenue 
in that city. 

Efforts are being made to have a public comfort station 
erected at Chicago and Jefferson Streets in Joliet, Il. 
Supervisor Morgan Wall is at the head of a committee 
which is trying to carry the project through. 

Portland, Ore., opened its first public comfort station 
last week. The station is located at Sixth and Yambhill 
Among the rules under which the station is run 
“None of the employes of this station 


Streets. 
is one which reads: 
are allowed to accept tips.” 

George J. Meade, of Asheville, N. 
ed by the city council of that city to prepare plans and 
specifications for the erection of a public comfort station 
on Peck Square. It is the intention of the council to 
build a small structure, which will be an ornament to 
the square and which will be arranged such a manner 
as to enable the sanitary department to keep it in the 
best of condition. 


has been instruct- 
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WILLIAM McCOACH NOMINATED FOR OFFICE 
OF TREASURER FOR CITY OF PHILA- 
DELPHIA. 





William McCoach, treasurer of the National Associa 
tion of Master Plumbers and for nearly twelve years 
United States Collector of Internal Revenue at Philadel- 
phia, has just been nominated for the office of treasurer 
of the city of Philadelphia, at the primary election on the 
Republican ticket. His many friends in his home city 
are confident of his election in November. 

Mr. McCoach has also just been complimented on his 
good work as United States collector of internal revenue. 
having received from William H. Osborn, commissioner 
of internal revenue in the Treasury Department, at Wash 
ington, a notice that as the result of the recent examina- 
tion of his office by Examining Revenue Agent Henry W. 
Atkinson, the grade of his office has been retained at No 
1. As in all probability the examination referred to will 
have been the last one during Mr. McCoach’s term ot 
nearly twelve years’ service, 1t is particularly gratifying 
to the collector and his force that this commendation has 
been received from their superior at Washington. It is 
expected that he will have to give way to a democrat in 
the near future. It is a rule of the department that the 
grade of No. 1 shall not be awarded to an office if the 
manner in which it is being conducted can be improved 
upon. Examining revenue agents visit every office in th: 
country about three times a year, but at no fixed or cus- 
tomary date, and always without notice, when a very 
thorough examination is made of all accounts and records 
and a report is made upon their condition and in regard to 
the manner in which the office is conducted. Since he 
has been collector Mr. McCoach has collected nearly one 
hundred million dollars of internal revenue taxes, and has 
been frequently commended by the department at Wash 
ington and the grade of his office fixed at No. 1. 
MASTER STEAMFITTERS OF MEMPHIS, TENN., 

ORGANIZE. 

The Master Steam and Hot Water Fitters’ Association, 
of Memphis, Tenn., has been organized and the following 
officers have been elected for the ensuing year: President. 
C. C. Harstick, of Harstick Heating Co.; vice-president. 
Frank Donlon, of the Memphis Heating Co.; secretary and 
treasurer, James E. Cleland, of the Cleland-Peck Co. The 
new organization is affliated with the National Associa- 
tion of Master Steam and Hot Water Fitters. 


NEW LOCAL ASSOCIATION AT ROCKFORD, ILL. 





A new local association of eleven members was organ- 
ized at Rockford, IIl., on Sept. 18. State President W. Jf. 
Hilliard, of Elmhurst, and State Secretary W. C. Havi- 
land, of Aurora, assisted in the organization. 

The new officers of the association are Morris Johnson, 
president, and Dan Marks, secretary. The members are: 
Philip C. Amman & Son, Bergren & Carlson, Craddick & 
Johnson, Burt N. Johnson, Hodges Bros., Maher Smith, 
Mapes Bros., Dan Marks, W. F. McGuire, Henry O’Malia 
and S. M. Woodruff. 


It is reported that a site at Richmond, Cal., has been 
purchased by M. B. Lewis of this city, who intends to 
build an assembling plant for gas stoves. 

Harold Upton, a plumber and hardware man of Spo- 
kane, Wash., has bought out the business of the Krotzer 
Hardware Co., of Clark’s Fork, Ida. He is now in 
Spokane buying stock. 
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CHAS. T. BYRNE RETIRES FROM PLUMBING 
BUSINESS. 

One of the best known of Chicago master plumbers is 
uow a “past master.” Chas. T. Byrne on Sept. 12 retired 
from the plumbing firm of Mortimer & Ryan Co. (form 
erly Byrne & Ryan), his interest being taken over by A 
ky. Mortimer, A. R. Ryan and K. C. Mason. 

Mr. Byrne has for some years been identified with the 
Kokomo Brass Works and will now devote all of his al 
tention to this business. tle wall Carry a stock ot their 
Hoor drains, closet flanges, drum traps and brass cesspools 
at 4308 Cottage Grove Avenue, his headquarters being 
with Mortimer & Ryan Co 


Mr. Byrne has been tor years an active association 
member, and is now an honorary member of the Chicago 
local association and the national association tle served 
yne term as president of the Chicago Master Plumber 


a 





Chas. T. Byrne, Now Retired front the Plumbing Business. 


\ssociation; in 1904 and 1905 he was president of the III 
inois state association; and was for one year, 1905, secre- 
tary of the National Association of Master Plumbers. 
Mr. Byrne has made a success of his business ventures, 
and has a beautiful home on Drexel Boulevard near 51st 


Street, recently completed. 


She Didn’t Know the Lady. 
Mrs. Clancy—Yis, Mrs. Muggins, Pat and Oj part to 
mait no more. Qi wint to the hospital to ax afther him 
“Oi want to see me husband,” sez Oi; “the man that got 


blowed up.” “Yez can’t,” sez the dochter—‘‘he’s unther 
the inflooence of Ann Esthetics.” “Oi don’t know the 
lady,” sez Oi, mighty dignified loike; “but if me lawtul 


wedded husband can act loike that whin he’s at death’s 
door O’ll have a divorce from him!” 
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NATIONAL PRESIDENT IRVING HONORS SOUTH 
BEND LOCAL WITH VISIT. 


In response to a request of the South Bend Local As- 


ociation, to State President Wm. J. Woolley, tor some 
a tance in an effort t stimulate more interest in the 
ijiairs | the association, the state president and i Hf 


Highlands ot Gary, state director trom the 11th district, 


arranged for a meeting in that city on Monday evening, 
Sept. 29th 
little coup was pulled off by President Woolley, 
v he e | ed that President Chris Irving of the Na- 
tional Association was to come as far east as Kansas 
(ity ()n his urgent invitation Mr. Irving came through 
to South Bend, Messrs. Woolley and Highlands meet 
me hi n (hicago and escorting him to the Indiana 
[he meeting was called to ordet by President Chris 


\ichele promptly at & o'clock, with practically all the 
lum ot the city in attendance 

National President Irving was called upon by Mr 
; 


e to address the meeting, and Mr. Irving in well 


chosen words recited the many advantages derived by 


, 


the master plumbers through the ettorts of the national 


association lle said that he felt conhdent that the 
coming year would show the biggest increase in mem- 
ership yet recorded, and that it was the plan of the 


national office to use every effort to acquire the member- 
President Irving stated 


that thre ore iat increase oOo} last VCcaf}l, and the adding Oo} 


‘ ' ' 
iw of all eliwible non-members 


over 200 new members to the roll thus tar this year was 
direct evidence that thie mastet! plumbers (>) the L nited 
States were awakening to the necessity Of supporting an 
organization formed tor their direct beneht. 


a | ‘ 
‘I 


r. Aichele next called upon State President Wm. J. 


Wo ley, who mad <i talk upon the advantages derived 
yy activity in local organizations. He recited at length 
the work as carried out by various local organizations 
and the good derived by their efforts. He said that a 


national eftiort was being made by locals to educate thei 


| 


members up to a higher standard of work, and the com 
munity as well as the master plumber was being benefited 
by this work The efforts of the various local associa 
tions to educate their members upon the business end ot 
the business, was also gone into by Mr. Woolley. 

At the conclusion of his talk, H. H. Highlands of Gary 
made a very impressive talk covering the work ot the 
local, state and national association and their relations 
one with the other. 

While in the north end of the state, President Wool 
ley and Director Highlands did a little scouting for new 
members, and called upon all the plumbers at Maisha- 
waka, but were unsuccessful in tinding them in, and, 
owing to an engagement with the LaPorte local in the 
afternoon of Tuesday, were compelled to leave the city 
without the pleasure of meeting the masters of Misha- 
waka. 

On Tusday afternoon, President Woolley and Mr. 
Highlands visited the LaPorte local, and a meeting was 
held in the rooms ot the local association. 

The trend of the talks was in the direction of renew- 
ing enthusiasm in association work, and the talks given 
by these two gentlemen should result in more ac 
tivity by the local members in their work. In the short 
time that interest has been lax, the welfare of the pub- 
lic as well as to the master plumber has been neglected, 
the abolishment of the office of the plumbing inspector 
by the city administration of LaPorte being one of the 


deplorable results. 
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\lliance, Neb.—D. Zediker has secured the contract for 
the plumbing in the new Central school building in this 
city. 

Rushville, IllL—Rowland & Sons have secured the con- 
tract for the installation of a new heating system in the 
court house. 

Medina, O.—D. M. Sanford has secured the contract 
for the installation of an up-to-date heating in Mrs. Brint- 
nel’s residence on Court Street. 

Owatonna, Minn.—F. R. Herzberg has secured the con- 
tract for the installation of a hot water heating system 1n 
Mrs. James Edmond’s residence. 

Ottawa, Ill—J. M. Dougherty, of this city, has secured 
the contract for the plumbing in the new fraternity build- 
ing at Oglesby, Ill. The contract amounts to $4,400. 

Grand Rapids, Mich—The Sproul-McGurrin Co. has 
been awarded the contract for plumbing and heating the 
new addition to the plant of the Clipper Belt Lacer Co. 

Orrville, O.—H. H. Mowrer has secured the contract 
for the installation of heating systems in Emil Snyder's 
residence on Main Street and in the Carson County Home 
at East Union. 

Redfield, S. D—H. T. 
the contract for the installation of a new central heating 


Stolte, of this city, has secured 


plant at the Home for Feeble Minded. The contract 
amounts to $12,665. 

North Yakima, Wash.—-The Yakima Valley Heating & 
Plumbing Co. has secured the contract for the installation 
of an up-to-date plumbing system in the North Yakima 
armory. The contract amounts to $7,774. 

Akron, O The Roalph Heating & Ventilating Co., 
of this city, has secured the contract for the instailation 
of a new heating system in the public school at Jeffer- 
sonville, O. The contract amounts to $4,090. 

Memphis, Tenn.—The Cleland-Peck Co., of this city, 
has secured the contract for the installation of a vapor 
heating system in the new Germania Trust & Savings 
Bank building, now being erected in this city. 

Columbus, O.—The Stai. Plumbing Co., of 270 East 
Livingston Avenue, has secured the contract for the in- 
stallation of plumbing and heating systems in the Ohio 
Moline Plow Co’s. new building at Front and Randolph 
streets. 

Natchez, Miss.—P. W. Mulvihill has secured a $131,000 
contract for a drainage system in Adams county. A 12 
to 24-inch pipe line is to be laid above a 24-inch line, 
terra-cotta pipe being specified. He also has several 
small plumbing and heating contracts on his books. 

Memphis, Tenn.—-E. L. Rawlings, of 146 Jefferson Ave- 
nue, has secured the contract for the plumbing in Lamar 
Heiskel’s residence at 1205 South Park Place. He also 
has secured the contract for remodeling the plumbing in 
the Aleazar Hotel, and he is at present completing several 
nice contracts. 

Meridian, Miss.—The Spinks Plumbing Co., Twenty- 
fourth Avenue and Seventh Street, has secured the con- 
tracts for the plumbing in four residences now being 
erected for Dr. M. J. Lowrey. This company is just now 
completing the installation of plumbing and heating sys- 
tems in Louis Threefoot’s new residence and also the 
remodeling of the plumbing in three school buildings 
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Seki Ventre 


Albia, lowa.—The Monroe 


opened an up-to-date establishment in the Combs building 








Plumbing Co. has just 


in this town. E. Moses 1s at the head of the new venture. 
Utica, N. Y.—Harry C 


date plumbing establishment at 21 Oneida Street. M1 


Somers has opened an up-to 


Somers was for a number of years connected with the 
Sanitary Plumbing & Heating Co. in this city. 

Lima, O—The Clerk & Jones Heating & Ventilating 
Co. has been incorporated with a capital of $25,000, to in 
stall heating and ventilating systems. The incorporators 
are: Jacob Piper, J. P. Dants and E. M. Gooding. 

Wooster, O.—C. A. Yinky formerly connected with 
the Novelty Iron Co., of Canton, O., has opened a heat 
ing establishment at 133 North Buckeye Street in this 
citv. He has secured several fobs for remodeling heat- 
ing systems. 

Seneca Falls, N. Y.—W. S. Wollaver has just opened an 


up-to-date plumbing establishment on Fall Street in this 





W. S. Wollaver’s Plumbing Establishment at Seneca 
Falls, N.Y. 


city. He was formerly for many years associated with 
H. ©. Dutcher in the plumbing business. 

Orrville, O.—E. A. Wittman is making arrangements 
to open an up-to-date plumbing and heating establish- 
ment in this town. He has secured the contract for the 
installation of a modern heating plant in Mayor Taggart’s 
building on Main Street. 

New Orleans, La.—The 
city, has been incorporated with a capital of $10,000 


Jacob Plumbing Co., of this 


The officers of the company are: FE. Elmore Jacob, presi- 
dent and manager; Lionel A. Jacob, vice-president and 
secretary; Ernest H. Jacob, treasurer. 

Taunton, Mass.—The Flint Co., of this city, which is 
to do a general plumbing and hardware business, has been 
granted a certificate of incorporation by the secretary of 
state. Roger Flint is president of the company, and R. M. 
Flint is treasurer. The third director is Gustave J. Necitt. 

Charlotte, N. C.—The Acme Plumbing Co., heretofore 
a partnership, has been incorporated with a capital stock 
of $25,000. The officers of the company are: J. A. Haley, 
president; B. W. Smith, vice-president; M. B. Hunter, 
secretary-treasurer; H. P. Hunter, manager. The com. 
pany’s business is located at 24-26 East Fifth Street 
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PPR ETI 
Harry E. Powell. 


Harry k. Powell, president of the Powell Plumbing Co 
ot Laneaster, Pa., died suddenly at his home in that city 


on Monday, September bee 1YOM 2 stroke of par rlwsis 


D. J. Van Hovenburgh. 
1) |. Van Hovenbureh., 


| ; | is, . ' ’ 1 ‘ 
ranch of Richards mea boynton CL o., died at i mome al 
hau ( laire, VV 1s... Sunday. Sept 2s an Vas taken sud 


dently 11] the same aday 


Albert C. Roberts, Jr. 


K\lbert ©. Roberts. Ir.. general manager tor the Estate 


ot Charles Perkes, manufacturers of plumbing supplies, at 


627-629 Arch Street. Philadelphia, Pa... died at his home 


in that city on Sunday, September 14, according to an 


nouncement wst received trom. the Kotate 


Howard B. Gray. 


Howard Brolly Gray, a master plumber at 244 Fout 


teenth Street, Brooklym, N. Y., died Saturday, Septembet 
0th, at the Methodist Episcopal Hospital in that city. Mr. 
Gray was in his 43rd year. He participated in the Spanish 
\merican War, and he was a member of the Twelfth A 
sembly District Republican Club His mother and tou 


brothers SUTVIVE him 


P. J. Lindstedt. 
Po}. Lindstedt, of 3721 Seminary Avenue, Chicago, the 


. . @ i. ! - 
‘ldest Coppersmith im this city, passed away at fi resi- 


: ' ' a ; 
dence Saturday morning, peptember veth, at the lige oOo} 
82 years and 7 months The deceased wa thie father 
of Master Plumber | \. Lindstedt of 3471 N. Clark 
Street kor over fitty years Mr. Lindstedt worked at 
| ] ly | : | ‘ 
his trade as a coppersmith in Chicago, havin: een em 
ployed by various large manufacturing concerns Dur 
ing the Chicago fire ot 1871, when the city was on the 
verge ot a water tame Lindstedt was sent to repal t hie 
j ont 1 j 
copper water pipes im the old city water-works. In those 
days copper pipe wa used to a large extent in water 


works. The funeral was held Wednesday, October 1st, 


from his late home. with burial at Graceland Cemetery. 
Lindstedt was born in Sweden, and he came to America 
as a young man He is survived bv his daughter. D1 
Anna Darrow. of Florida. and his son, |. A. Lindstedt. 


of Chicago 


HOLD CONFERENCE IN CHICAGO. 
W. W. Hughes, president of the Minnesota Master 
Plumbers’ Association, and newly appointed national di 
rector of the National Association of Master Plumbers, 
was a Chicago visitor Monday of this week. Mr. Hugh 
met National President Chris Irving, who was on his way 
Chicago, and conferred with him 


to South Bend, Ind., in 
regarding plans for the organization of a new state asso 
ciation in North Dakota 
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and Manufacturers 
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NINETEENTH ANNUAL MEETING OF THE CEN- 
TRAL SUPPLY ASSOCIATION. 


The Central Supply Association will hold its nineteenth 
annual meeting at the Hotel Sherman in Chicago, on 
Wednesday, October 22nd, according to the official 
notice just issued by Secretary Paul Blatchford \ large 
attendance anticipated 
THE FALL MEETING OF THE EASTERN SUPPLY 

ASSOCIATION. 


The Eastern Supply Association will hold its tall meet- 
ing at Hotel Astor, New York City, on Wednesday, Oc- 
tober 8th, at 1:30 p. m. The Board of Directors will 
meet at 10 a. m., on the same day at the same hotel, 
according to the official notice just issued by Secretary 


Frank S Hanley 


FALL TOURNAMENT OF THE WESTERN TRADE 
GOLF ASSOCIATION. 


The Western Trade Golf Association will hold its tall 
tournament at the golf links of the Calumet Country Club. 
near Chicago, on Wednesday. October 8th 


PLUMBING SPECIALTY BUSINESS IN NEW 
LOCATION. 





Louis Neuberger has moved his plumbing specialty 
business from 503 Wendover Avenue to 3861 Third Ave- 
nue, New York City. 

THE ECONOMY HEATER CO. IN NEW 
QUARTERS. 





The Economy Heater Co., of Chicago, has recently 
moved its headquarters from the Reaper Building to 99 
South Western Avenue 


NOW THE HAZELTON-FITCH COMPANY. 


The Hazelton-Detwiler Co., of Pontiac, Mich., dealer 
in plumbing and heating specialties, has changed its name 
to the Hazel.on-Fitch Co. 


ITS NAME NOW THE MARIETTA TOOL & SUP- 
PLY CO. 


The Producers Supply & Tool Co., of Marietta, O., has 
filed papers with the secretary of state changing its name 


to the Marietta Tool & Supply Co. 


WILL MANUFACTURE HEATING SPECIALTIES. 





It is announced that the Louis Burton Co., Maritime 
Building, Seattle. Wash.., will erect at a cost of about 








$30,000 a tactory for the manufacture of fans, air washers, 
steam specialties, temperature control devices and vacuum 
heating systems. 


COOKSON STEAM SPECIALTY CO. INCREASES 
CAPITAL STOCK. 





The Cookson Steam Specialty Co., of Cincinnati, O., has 
tiled papers with the secretary of state certifying to an 
increase in its capital stock from $3,000 to $12,000. 
IRVINE & MIER CO. TO MANUFACTURE PLUMB- 

ING SPECIALTIES. 





Irvine & Mier Co., of Detroit, Mich., has been incorpor- 
ated with a capital of $3,000 to manufacture plumbing 
specialties. The incorporators are John S. Irvine and 
Jacob F. Mier, Jr. 


TO MAKE PLUMBING AND HEATING SPECIAL- 
TIES. 





The Hamilton Co., of Dallas, Tex., has been incorpo- 
rated with a capital of $10,000, to manufacture plumbing 
and heating specialties. The incorporators are: E. F. 
Hamilton, C. A. Olmstead and I. Hamilton. 





WILL MANUFACTURE PLUMBING SPECIALTIES. 





The Automatic Sanitary Sales Co., of Chicago, has been 
incorporated with a capital of $30,000, to manufacture 
plumbing specialties. The incorporators are: H. F. Clark, 
Thomas P. Octigan and Edward B. Zahn. 

WILL MANUFACTURE HEAT CONTROLLERS AT 

' CHEHALIS, WASH. 





Harrison & Pepin, of Chehalis, Wash., and George 
Schuirman of Kent, Wash., are putting in a small plant 
at the former place for the manufacture of an automatic 
electric control device for use in heating and lighting. 





WELKER SUPPLY CO. HAS NEW SHOWROOM. 





The Welker Supply Co., of Cleveland, O., has just in- 
stalled an attractive showroom, in which it is displaying a 
fine line of vitreous chinaware. The company has recent- 
ly issued a pocket catalogue of convenient size for plumb- 
ers to carry. 


WILL MANUFACTURE PLUMBING SPECIALTIES. 





The Leader Brass Foundry & Manufacturing Co., of 
Cleveland, O., has been incorporated with a capital of 
$10,000 to manufacture plumbing specialties. The incor- 
porators are: Frederick W. Ficht, Henry W. Ficht, Fred- 
erick W. Ficht, jr., and Albert H. Meyer. 
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HOLDING ANNUAL COON HUNT OCTOBER 4TH. 





The H. Mueller Mfg. Co., of Decatur, Ill, is holding 
its annual coon hunt today, Oct. 4th., in the Sangamon 
river bottom. About one hundred employees from the 
factory and offices will participate in the hunt and the 
big campfire feed is to be held in the woods. 


———- eee 


FEDERAL LEAD CO. BUILDS BATHHOUSE FOR 
EMPLOYES. 





The Federal Lead Co., of Alton, Mo., is building a bath- 
house for its employes to cost about $15,000. When this 
building is completed, every workman who goes into the 
plant, must pass through the bathhouse, where he will 
change clothes and leaves his street clothes in his locker 


GAVE BANQUET TO EMPLOYES. 





Joseph T. Spear, president of the Pittsburgh Valve. 
Foundry and Construction Co., of Pittsburgh, Pa., recent- 
ly gave a banquet at the Hotel Anderson in that city for 
his employes, at which over one hundred attended. EI- 
bert Hubbard was the principal speaker. Mr. Spear was 
presented with a loving cup. 


STANNARD POWER EQUIPMENT CO. ORGAN- 
IZED. 
The Stannard Power Equipment Co. is the title of a 
new corporation recently organized in Chicago, with of- 
fices at 1220-21Monadnock Block. The officers are J. 
M. Stannard, president and treasurer; Geo. W. Clucas, 
secretary, and Howard A. Baker, director. The com- 
pany will market steam and hydraulic specialties, most 
of which have been heretofore handled through the Ameri- 
can Steam Pump Co. by the organizers of the new com- 
pany. 


we 


MUELLER FOREMEN’S CLUB OPENS SEASON. 





The Foremen’s Club of the H. Mueller Mfg. Co., of 
Decatur, IIl., resumed its monthly meetings Monday even- 
ing, September 29th, as has been the usual custom at 
this time of the year. The club consists of heads of de- 
partments from both office and factory. The meeting is 
reported as having been a very beneficial and enjoyable 
affair. After several hours spent in discussing duties and 
methods of the various departments and exchanging ideas, 
the club gathered around the banquet board and spent 
the balance of the evening in making merry. 





MEMBERSHIP OF THE AMERICAN SOCIETY OF 
HEATING AND VENTILATING ENGIN- 
EERS TO BE INCREASED. 





Heating and ventilating engineers who are not now 
members of the American Society of Heating and Ven- 
tilating Engineers, are to be given an opportunity to be- 
come members. In a letter just sent out to members, 
Theodore Weinshank, of Indianapolis, chairman of the 
membership committee, calls attention to the work be- 
ing undertaken by the society, particularly in the legis- 
lative branch. The society has now about five hundred 
members, composed of men of the highest calibre in the 
business, and the effort will be made to have every man 
in the country eligible to membership enrolled. 
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CRANE CO. TO BUILD AT DES MOINES, IOWA. 





Crane Co., of Chicago, is having plans prepared tor a 
new business home for its branch at Des Moines, lowa. 
The new building will be erected at West Fitteenth and 
Walnut Streets in that city. The main structure will be 
four stories high, with a basement, and will cover a site 
68x132 ft. It will be ot concrete and fireproot construc- 
tion. In addition to this building pipe sheds will be con- 


structed to cover a site 68x132 ft. 


THE AMERICAN BLOWER CO. BUYS THE 
McCREERY AIR-WASHER INTERESTS. 


The American Blower Co., of Detroit, Mich., has pur 
chased the entire air-washer interests, including patent 
rights, of the McCreery itngineering Co., formerly of 
Toledo, O., and later at Detroit, Mich. Che McCreery 
Co’s. earlier efforts were confined almost exclusively to 
marine work but they were later extended to the gen 
eral ventilating field in which the air-purifier now occu 
pies an important part. The McCreery purifying, cool 
ing and humidifying equipments will hereatter be manu 
factured exclusively by the American Blower Co. undet 


its trademark “Sirocco.” 


STANDARD SANITARY MFG. CO’S. INTERESTING 
EXHIBIT. 


\t the twenty-fifth annual Exposition at Pittsburgh, 
Pa., just closed, the Standard Sanitary Manufacturing Co., 
of that city, maintained one of the largest and at the 
same time one of the most interesting displays. Bath 
room fixtures and appliances from the most costly and 
cleverly appointed down to those of nominal cost were 
exhibited. \ part of the display was a_ bath room 
equipped completely with the products of this company. 
The display was in charge of competent salesmen, and 
the exhibit created considerable interest. The several 
booths were brilliantly lighted with electricity. and all 


callers were made to feel at home 


THE NEW YORK UNITED BUNCH OF SHEEP TO 
HOLD ANNUAL DINNER. 





J. W. Gannon, of 154 Nassau Street, New York City, 
shearer of the New York United Bunch of Sheep of 
America, has issued the official call for the annual matinee 
and beef-steak dinner to members in good standing in 
this organization. The dinner will be given at Reisen- 
weber’s Columbus Circle, 58th Street and Eighth Avenue, 
New York City Oct. 11. The event will begin at 6:30, 
and three comedians will entertain the diners. The mati- 
nee feature will be decided upon later. The cost of the 
affair will come out of the treasury. Friends, not mem- 
bers of the organization, who desire to participate will, 
however, have to pay $10 per couple, it being the rule for 
this event that every gentleman shall be accompanied by 
his wife or sweetheart. 

STANDARD SANITARY MFG. CO. OPENS ELABO- 
RATE SHOWROOMS IN BOSTON. 





The Standard Sanitary Mfg. Co., of Pittsburgh, Pa., has 
established handsome new show rooms and offices in 
Boston, Mass. These are under the supervision of Robert 
EK. Sargent and are on the ground floor of the John 
Hancock building, 186 Devonshire Street. A show room 
has also been equipped on the basement floor, consisting 
principally of kitchen and factory goods. The main rooms 
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are done in early English and the lighting is particularly 
elaborate, a subdued effect being attained through the 
use of 18 hand carved Alabaster globes. These were 
imported trom Florence, Italy, for this use. Five indi- 
vidual bath rooms have been equipped and a mezzanine 
floor encircles the entire room, where the clerical force 0! 
the office will be housed. \ new warehouse has been 


provided, 770x220 feet, at South Boston 


PEERLESS SELLING CO’S. FLOAT AND WORK: 
MEN PROVED PEERLESS IN PARADE. 


The accompanying illustration shows the Peerless Sell- 
ing Co’s. float and workmen lining up for the Labor Day 
parade at Evansville, Ind., on Monday, September Ist 


In competition with over fifty branches of the Central 





Float and Workmen of the Peerless Selling Co., Evansville, 
Ind., on Labor Day, Sept. 1. 


Labor Umion, the workmen of this company captured 
first honors in the procession, There were over six 
thousand men in line, it being the greatest labor demon- 
stration in the history of the city. The float contained a 
completely equipped bathroom, with a coal-black negro 
in the act of bathing. This feature was the one that 
attracted most attention in the entire parade. 


CRANE-HAWLEY CO. OUTING AT CINCINNATI, 
OHIO. 

The ofthce employes of the Crane-Hawley Company, of 
Cincinnati, Ohio, to the number of thirty-six, inaugurated 
their first outing September 20th, at Macke’s Grove, Bond 
Hill. 

The autos, under the charge of Wm. Buck, conveyed the 
bunch to the grounds, where a chicken dinner was wait- 
ing them. 

The dinner being a very elaborate one, something had 
to be done to settle the meal, so our friends, Teegarden, 
Springer and Kitchell, went to the field and pushed a pond 
from the diamond caused by a heavy rain, when a spirited 
contest of striking at a pill, ordinarily called base ball, 
was indulged in between the married men and the single 
men, resulting in a complete victory for the married men, 
by a score of 11 to 8. 

The features of the game were the sensational hitting 
of Eddy Berg and the classy work of Ben Culbertson, 
who officiated in the box for the benedicts, also the fast 
footwork of Dick Glaser. 

Bugs Nolan was in a class by himself and proved to be 
the prize package, striking out twenty-three men (not in 
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succession), but why Nick Bath dropped the hot fly he 
won't tell, neither will Gus Blasing say why he stopped 
the ball with his head. 

[t certainly was a most interesting game and was fought 
to the last ditch. Even after the regular game, J. B. Web- 
er was practicing for the next game to take place in the 
near future. 

Gene Sharp looked lke a regular umpire in his pretty 
blue suit; Jake Metzger did the scoring and the secret 
remains with him if it was done correctly, and the jaunty 
athletes were urged on to victory by the two ginger snaps, 
Len Baumann and Bobby Kieserling, the Official Rooters. 

We must not forget Geo. Ellis, who faithfully served 
“our boys” with pop and mineral water, nor the “Har- 
mony Four,” Rudy Weber, Lee Sack, Dave McNeil and 
Cliff. Dittmar who entertained with vocal selections. 

The last seen of John Thome, he was earnestly discuss- 
ing the advantages of married life with Art. Rodenbeck. 

It is regrettable that Harry Stegemeyer (who by the 
way went at it like a professional) forgot to remove the 
shutter when he said “steady,” otherwise there would 
have been a number of good pictures to remember a most 
enjoyable outing, which it is hoped will be repeated from 


time to time. 
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F. W. Peters, of Wm. B. Scaife & Sons Co., of Pitts- 
burgh, Pa., was registered at the La Salle Hotel, Chicago, 
this week. 

©. Rk. Erwin, president and manager of Erwin & 
Co., of Chicago, IIL, has just returned from a thirty 
days vacation spent at Saugatuck, Mich. 

H. T. Lally, president of the Mark-Lally Co., of San 
Francisco, Cal., passed through Chicago this week on his 
return from a motoring trip in New England. 

(>. Shumacher, general manager of the Union Foundry 
Co., of Anniston, Ala., was in Chicago this week and 
called on some of his many old friends in the trade. 

E. W. Dickey, formerly with Evans Supply Co., of 
Newark, O., has accepted a position with the Welker 
Supply Co., of Cleveland, O., and will cover Central Ohio. 

Wm. U. Griffiths, president of the I-X-L Pump & Mfg. 
Co., of Philadelphia, Pa., has just returned from a trip 
through the Southern states in the interests of his com- 
pany’s products. 

CC, L. Wilkins, president of the illinois Pump & Brass 
(o., of Peoria, lll, has just returned from a hurried trip 
through the central states, wearing a very optimistic 
smile, and he reports business good. 

R. W. Van Hayning, secretary and traveling represen- 
tative for the Bigna'l & Keeler Mfg. Co., of Edwardsville, 
Ill., has just returned from a trip through the Southwest 
and reports business good in that section. 

Louis M. Krouse, traveling representative for The Pfau 
Manufacturing Co., of Cincinnati, O., was seen hustling 
down Olive Street, St. Louis, Mo., with a white copper 
tank in one hand and an order book in the other. Mr. 
Krouse is some “copper” when it comes to orders for 
copper tanks and is one of the boys who helped to put 
the “cop” in copper. 
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C. J. Gleason, a well known plumbing contractor, of 
574 East 184th Street, New York City, has just returned 
from a two weeks’ automobile tour through the states of 
New York, Connecticut, Pennsylvania and New Jersey. 
His family accompanied him on the trip. 

W. C. Naylor, who has conducted a plumbing business 
at Grove City, Pa., for the last fifteen years, has just 
joined the sales force of the Imperial Co., also of Grove 
City, Pa. He will cover southwestern territory and 
will probably make his headquarters at St. Louis, Mo. 

F. P. Garrity, secretary and treasurer of the National 
Plumbing & Heating Supply Co., of Chicago, IIL, is very 
busy at this time circulating among his many friends ex- 
tending invitations to his grand house warming to be 
held in the near future at his new and recently com 
pleted residence at Long Wood, IIl., a suburb of Chi 
caZzo. 

W. C. Field of the Field & Shorb Co., of Decatur, Ill.. 
is spending about six weeks in and around Twin Falls. 
Idaho, where the big game is plentiful. He is expected 
home about Oct. 15. His tales of vacation sports will 
very likely deal much more extensively with modern 
methods for bagging the big horn sheep than how to hook 
the speckled trout. 

J. Corbin Anderson, purchasing agent for the E. W 
Fisher Co., of Cleveland, O., has just returned from a 
shark hunt held just off the coast at Anglesea, N. J. He 
went to Trenton, N. J., to visit his friend, Geo. G. Dyer. 
of the Trenton Potteries Co., who has quite a reputation 
for deep sea fishing, and together they went to the fishing 
ground to tackle the monsters of the briny deep. We 
have it straight that they really did catch scores of por- 
gies and several real sharks. 

M. B. Skinner, president and manager of James McCrea 
& Co., Chicago, Ill., has just returned from the East 
where he attended the national convention of National 
Engineers held at Springfield, Mass. Mr. Skinner has 
just retired from the officé of president of the National 
Exhibitors Association, the members of which voted the 
closing administration one of the most successful ever 
enjoyed. They showed their appreciation of Mr. Skin- 
ner’s loyal and capable work by presenting him with a 
handsome diamond scarf pin. 


AMERICAN SOCIETY OF HEATING AND 
VENTILATING ENGINEERS. 








At a meeting of the members of the American Society 
of Heating and Ventilating Engineers held in the Engi- 
neering Societies’ Building, 29 West 39th Street, New 
York City, on Monday evening, September 29th, it was 
voted to amend the charter by increasing the number of 
directors from seven to twelve. At the same time, sev- 
eral amendments to the constitution were proposed, all of 
which will be sent to the members in the near future for 
a mail ballot. At a meeting of the Council held at the 
same place earlier in the day, it was decided to hold the 
annual meeting of the Society in New York City on Tues- 
day, Wednesday and Thursday of the third week in Jan- 
uary, 1914. 

Pine Bluff, Ark—J. G. King, manufacturers’ agent for 
heating and lighting specialties, reports business good in 
his part of the country, the season just closing having 
been the best in several years. 


Tacoma, Wash.—Ben Olson Co., of 1122 Commerce 
Street, has secured the contract for the installation of 
plumbing systems in four new ward buildings for the 
Northern Hospital for the Insane. Consideration $12,000. 
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THE “AMERICAN” ANTI-SYPHON §S TRAP. 


The American Sanitary Mfg. Co., ot Abingdon, IIL. 










has just placed on the market the “American” anti 
syphon S trap with ground joint outlet, shown he: 
with The manufacturers are of the opimion that this 
trap represents the 

von hest that expert 

\ enced and compe- 

ee tent workmanship 


Tr 


can produce’ from 
an artistic as well 


as a sanitarv vVIeW 


= 


point. The diameter 


of the body of this 


trap is sO propor 









tioned to the diam 
ete! Oo] the inlet 
that the centrifugal 


motion imparted by 


I 
a 


the tangential inlet 


is maintained up 





through the entire 
body, scouring the 
trap at every dis- 
enna 

charge The water 
seal, OT OvVve>4?r seven 


inches, meets every 
demand for a deep 
seal trap, and presents 


evaporation where 








ixtures are not 
used for a consider- 
able length of time. 
The ground joint at 
the top of the body 


allows the outlet 


The ‘‘American” Anti-Syphon S Trap. tube to be swung 
around to any posti- 


tion desired. This trap has no hidden partitions, with 
the attendant possibility of leaks in case of defect, al- 
lowing sewer gas to escape into room. The cleanout 
screw is full size of bottom of trap. All traps are sub- 


jected to severest tests as to anti-syphonic efficiency be 
fore leaving the factory. Complete information concern- 


ing this trap can be obtained from the manufacturers 


upon request, mentioning “Domestic Engineering.” 


THE CROWN POST PIPE VISE. 


The Crown Die & Tool Co., of 105-109 North Canal 
Street, Chicago, has just placed on the market the Crown 





The Crown Post Pipe Vise. 


post pipe vise, shown herewith. This pipe vise will ht 


any wood or iron post, round or square, tree, telegraph 
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pole or anything that is solid. When once in place it 1s 
rigid and strong. It can be put up or taken down in less 
than one minute. Both the upper and the lov.er jiws are 
removable when replacement is iecessary. The jaws are 
made from the best tool steel, ground and hardened, and 
they are so designed that they will not crush the pipe or 
allow it to slip. The upper jaw can be removed and 
sharpened with an ordinary sandstone when necessary. 
The vise is made in two sizes for pipe %& to 2 inch, 1n- 
clusive. Parties interested in this new device can obtain 
full particulars from the manufacturers upon application, 
mentioning “Domestic Engineering.” 


THE FOSTER ADJUSTABLE BOILER STANDS. 


C. H. Foster, of 14 Princeton Avenue, St. Louis, Mo.., 
is the manufacturer of the Foster Tripod adjustable 
boiler stand and the Foster No. 5 adjustable range boiler 
The Tripod is 13% inches high, 


Og ‘® 
ry 9 


stand. shown herewith 
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weighs about six pounds and is shipped knocked down. 













By its use the boiler ring is eliminated, leaving no place 
for bugs to roost. To plumb a boiler it is only neces- 


sarv to insert wedge under slide piece, and these stands 





cost no more than the ordinary kind. The No. 5 stand 
is also 14% inches high and weighs only five pounds. 
It is strong, simple and neat, and is shipped knocked 
down in barrels. These stands can be used with 30, 35 
or 40 gallon boilers, and they have been tested with 1,000 
pound loads. Interested parties will be furnished prompt- 
ly with full particulars by the manutacturer upon ap- 
plication, mentioning “Domestic Engineering.” 





For fear that you will not recognize the “Clas- 
sified Advertising” page with its new heading, we 
call your attention to its location as page 32. Why 
not take advantage of this page when you need 
help, have old equipment for sale, or are looking 
for a position or opportunity for yourself? 
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Tariff Fears in the Iron Trade. 
September was a month of distinct disappointment in 


the iron trade and the orders received were smaller than 
any month of the year with the possible exception of 
June. What is more discouraging than this is the un- 
Consumers of 
all kinds are frightened that the tariff reductions will 
bring about much lower quotations for steel products. 


favorable outlook for October business. 


This is possible but will not be because of foreign com- 
petition, tor the surplus capacity of the English and 
German mills is not more than four million tons of steel 
a year, while the steel consumption in the United States 
under normal conditions is four or five times as much 
as this. 

Sales of pig iron during the week have been fair and 
prices fully maintained. With existing quotations for 
’ interests to 
materially lower their price. Some sales of fair size 
have been made to consumers in New England and New 
Jersey but in the Middle West business has been rela- 
tively small. 


coke it would be difficult for blast furnaces 


Quotations are as follows: 
No. 1 Northern Foundry, New York....$16.00 to $16.25 
No. 2X Northern Foundry, New York... 15.75 to 17.00 


No. 2 Southern Foundry, Birmingham... 11.00 to 11.50 
No. 2 Southern Foundry, Cincinnati..... 14.25 to 14.75 
No, 2 Northern Foundry, Chicago...... 15.35 


Copper Fully Maintained. 

Consumers have again entered the market and _ pur- 
chased in small quantities. Sales of electrolytic have 
been made on a basis of 16.75c New York, and foreign 
consumers have again purchased freely. Copper market 
appears to grow stronger day by day and there is a 
prospect that the figures of the Producers Association 
will show another reduction in stocks. The labor situ- 
ation in the Lake regions is improving but it will prob- 
ably be the first of the year before a normal production 
is resumed. 





Lower Prices for Tin. 

The large supplies of tin arriving in September forced 
prices to lower level and sales were made early this 
week at 41c New York. The situation seems to be 
more or less dominated by the financial needs of London 
rather than actual transactions in the metal. 





Lead. 
Market continues steady and firm, sales having been 
made at 4.75c New York, 4.60c St. Louis. 





Old Metals. 


New York dealers’ buying prices are: 


lias alin oie wonky Sad tet $12.50 to $12.75 
Strictly Crucible COMPETE ......-cscccccess 24648 14.25 
Uncrucibled heavy copper .............. 13.50 13.75 
Ee rT Pee ee TS, ee 7.50 7.75 
ee De DOB sia ood os cn wcedta seulews 8.50 8.75 
OS eee 4.20 


ON ie i ie ee i ct tae ow hy aes ik alee 3.90 4.00 
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Illinois 


Chicago. 

“Hoot Mon! Hoot Mon!” quote Peter Munn, the other 
day when he opened a neat little parcel which James J. 
Wade, Sr., had presented him. Peter found three “awful 
pretty” ties wrapped up therein. The ties were very 
Scotchy, indeed. They were the genuine stuff, having been 
made over in dear bonnie Scotland. Mr. Wade bought the 
ties while on his eastern trip a short time ago. The ques- 
tion in Wade’s mind is this: “Will Peter wear them 
bloomin’ Scotch ties?” 

A California inventor called at the Sanitary Bureau re- 
cently to submit for comment, the latest proposition in a 
vitreous China closet seat with a warming device in the 
nature of a resistance coil cast within the earthenware 
composing the seat. The idea is said to possess great 
merit. A working model of it was left with Mr. Claffy, 
assistant sanitary chief. 

Frank O’Neil, formerly plumbing inspector at Joliet, 
[ll., has accepted a position with the Enterprise Plumbing 
Supply Co., of Chicago. Mr. O’Neil is well known among 
master plumbers in Chicago. 

The North and West Side Master Plumbers’ Pleasure 
Club will hold their annual ball the first week in Decem- 
ber. The precise date of the event will be published in a 
later issue, as the entertainment committee of the club 
has as yet not decided upon a definite date. 

Building Commissioner Erickson was commended by 
the Chicago Master Plumbers’ Association at a meeting 
held Sept. 5th for his action in notifying the police de- 
partment not to interfere with plumbers installing plumb- 
ing in buildings where construction work is stopped. The 
action of the Building Commissioner came as the result 
of a complaint sent him by the local association. It was 
made known to him that plumbing work had been stopped 
by the building ordinance. As this interference took place 
even where no violation of the plumbing ordinance oc- 
curred, the Master Plumbers affected decided to take the 
matter up with Mr. Erickson through the association. 

In a recent test by the Ventilation Division of the Chi- 
cago Ventilation Department it was found that the air of 
ventilated theater yielded but five colonies of bacteria on 
an exposed petrie plate while the air of the unventilated 
theater gave 250 colonies. Roughly speaking, these tests 
showed that the chances of picking up bacterial infec- 
tions were fifty times greater in the unventilated show- 
house than in the ventilated one. Many such tests have 
been made, and with these data and exhibits in hand the 
department is prepared to demonstrate the menace of the 
unventilated theater very conclusively. 
fighting this menace until it is completely eliminated,” 
says Dr. Young, Health Commissioner. “We expect plenty 
of opposition from the shortsighted and ignorant classes 
of theater owners, but the sanitary interests of the many 
must eventually triumph over the money interests of the 
few. We fully recognize that when it’s dollars against 
health it’s an uphill fight for health. People who want to 


“We shall go on 
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sit in sanitary theaters should patronize only the properly 
ventilated theater—look for the Health Department’s cer 
tificate before entering a theater.” 


|_Michigan ] 

















Detroit. 
Kollowing art t hie tlds portant contract recently 
let in Detroit 
The Detroit Heating & Kefrigeratine Co., ot 64s Gratiot 


\venue, heating and plumbing in store, flat and terrace 
building at Mack and Concord Avenues. 

he W. Forrester, 575 Trumbull Avenue, plumbing il a 
six-apartment building at Hancock and Second Avenues. 

Burns Bros., 376 Cass Avenue, steam heating and 
plumbing for building on Shelby Street, for Walter Piper, 
which he is having remodeled and made into stores and 
offices. 

William Hughes, 245 Merrick Avenue, plumling in resi 
dence at Woodward and Moss Avenues, tor Charles A 
(;,oodspeed. 

Lukumski Bros., 1352 St. Aubin Avenue, steam heating 
and plumbing in store and flat building at Dubotse and 
Forest Avenues. 

J. J. Martyn, 1402 Michigan Avenue, plumbing in the 
Ernest Baker residence in Grosse Pointe 

KE. J. Ryan, 119 Grand River Avenue, has complained 
to the police department that radiators have been stolen 
from the rear of his establishment. The police im 
mediately rot on the job and inside of 48 hours captured 
the thieves. 

Otto Wurm & Co. has secured the heating contract tor 
the new high school building in Highland Park 

A. W. Schulz will install the plumbing and heating in 
the Peninsular State Bank building in course ot con- 
struction at Harper and Mt. Eliott Avenues. 

Murray W. Sales has moved his family hack to Detroit 
after spending the summer at his cottage at Point Aux 
sarques. 

Nicholas Robb will do the plumbing in the American 
State Bank building at Holcomb and Kercheval Avenues. 


Grand Rapids. 

J. A. Ziesse, with the Phoenix Sprinkler and Heating 
Co., has recovered from a sick spell which confined him to 
his bed for several days. 

Master plumbers of this city held their annual picnic 
at Villa, Spring Lake, on Saturday, Sept. 27th, about fifty 
participating. They went in a special car and spent the 
day, indulging in a picnic lunch and various games and 
sports. Everybody had a good time. 

The Board of Public Works will soon accept bids for 
plumbing and heating for the proposed comftort station. 

W. O. Cargill, at 400 South Division Street, says he has 
enjoyed a splendid business during the summer months, 
and says he has a lot of work on his books. Mr. Cargill 
makes a specialty of day work and keeps a large force of 
men busy. 
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There 1s more construction under way and contracted 


lor atethe present time than for a long period past. 


it 1s estimated that the total is around $3,000,000. Some 


ot the larver contracts are the New Pantlin Hotel, the 
he addition to the Kuln building. SeyV- 


eral churches, a six-apartment in Crescent Place and an- 


Wurzbure building. t 


other six-apartment in Hilton place, additions to several 
tactories, the new Y. M. C. A., the new Peninsula Club and 
two vaudeville theaters. 

Bert B. Stevens, 87 West Main Street, Grand Rapids, 
plumbing in the new Masonic Temple building to be 
erected in Battle Creek at a cost ot $52. 000, It will be 


one of the finest masonic buildings in the state 


Other Cities in the State. 

W. k. Malpas, East Jordan, will do the heating and 
plumbing in a school to be erected in Rogers City, at an 
expense of $18,000. 

John Toolan, 120 N. Grand Avenue, Lansing, plumbing 
In residence ot Seymour Kice on South Capitol Avenue, 
being elected at a cost of SO O00. 

Renker & Saxton, 118 N. Grand Street, Lansing, steam 
heating and plumbing in residence for Mrs. EF. Beamer 
at Hillsdale 

\ndrew Lindquist, Negaunee, Mich., will install a mod- 
ern ventilating system in the Star Theater, which 1s now 
undergoing a thorough remodeling 

(george (Gartner, 107 North Warren Street, Saginaw, 
Mich., installed the plumbing in the Y. W. C. A. building, 
which has just been completed. This work included 
shower baths, two toilet rooms, janitor’s toilet room and 
hath, all in the basement; toilet on each of the four floors, 
private toilet on the third, two toilets on the fourth, 
bath rooms on the third and fourth. Mr. Gartner also 
has charge of the installation of the sanitary drinking 
fountains on each floor, which will be supplied with pure 
drinking water trom a deep well 

lkames & Brown, Pontiac, Mich., will do the steam heat- 
ing in the store and office building to be erected at Perry 
and Huron Streets by the Oakland Motor Car Co. 


ndiana 


New Albany. 
\. Lindemann, of New Albany, has been appointed a 
member of the Board of Directors of the Indiana Master 
Plumbers’ Association, representing the Second District, 














by the State President, to fill the unexpired term of Mr. 
Barnett, who retired from the plumbing business. Mr. 
Lindemann has previously served on the State Board ot 
Directors, and his appointment will meet with the unan- 
mous approval of the master plumbers of the state. 


Richmond. 

Kk. W. Craighead, of the Craighead Plumbing & Electric 
Co., has disposed of his interest in the above firm, and 
retired from the plumbing business. Mr. Stanley, the 
former bookkeeper of the firm, will take charge of the 
business of the new company. Mr. Craighead has moved 
to Columbus, ©., where he has engaged in the automobile 
business 

Chas. Johanning has returned from Conway, Mich., 
where he has been spending his summer vacation since 
the middle of June 


Lafayette. 


Wallace Bros. Co. has been awarded the plumbing and 
heating in a three-story apartment building in West 
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Latayette, for Murdock Bros. The plumbing and heating 
in the LaFayette Loan and Trust Co.’s new seven-story 
office building has also been awarded to Wallace Bros. 
Co. Incidentally Wm. Wallace, president of Wallace 
Bros. Co., is also president of the Trust company. 

The Lane-Pyke Co. has a large amount of new work 
on hand. Among the jobs recently closed by this firm 
are the plumbing and heating in the Eldridge building; 
the heating in the factory of the Duncan Meter Works; 
heating for the Vocational school building, and the plumb- 
ing in the Waynetown school. 

A. E. Werkhoff has been awarded the plumbing and 
heating in the Fishman apartment building; also the 
plumbing and heating in the Lowe residence, and the heat- 
ing in the Fashion Store. Among the school building 
contracts recently closed by Mr. Werkhoff are the plumb- 
ing in the Circleville school; the plumbing in the Francis- 
ville school; heating and ventilating in the Waynetown 
school, and the plumbing and ventilating in the Darling- 
ton school. 

Kd. J. Gallagher, who has suffered from a serious ill- 
ness for the past two months, is again at his office. 

Roy W. Duncan, secretary of Wallace Bros. Co., has 
just returned from a two weeks’ vacation in Omaha, Neb., 
and other Nebraska cities. 

T. C. Jackson, a salesman for Weil Bros., Chicago, and 
family has moved to Lakayette to reside. Lakayette now 
has three plumbing supply salesmen. Mr. Jackson, of 
Weil Bros.; “Bill” Keefe, of Crane Co.; and Ralph 
O’Haver, of Biggs Mfg. Co., who are good-natured rivals 
tor the city’s business. 

Bedford. 

The master plumbers, of Bedford, have enjoyed a very 
prosperous year, and the fall business is opeiing up be 
yond expectations. 

Geo. Sears has the contract for the Tovey residence, 
which consists of two fine baths and a hot water heating 
system. Mr. Sears has just put the finishing touches to 
the steam heating plant for the Baptist Church, and has 
several good contracts on hand. 

P. A. Fiscus has a large force of men cleaning up his 
old contracts, and has several new jobs ready for rough- 
ing-in. 

J. J. Quinn, who has branched into the sanitary sewer 
business, has just completed the large sewerage job for 
the ¢ity of Bedford. The contract covered about five 
miles of sewerage, as well as a septic tank of modern 
construction. The City council accepted the work early 
in September, and the contract price was $25,000. Mr. 
Quinn was recently awarded the contract for finishing 
the plumbing and heating on the second floor of the 
Bedtord High School. Contract price, $4,000. 


Indianapolis. 

Hayes Bros., of 236-38 West Vermont Street, have com- 
pleted the heating, ventilating, vacuum cleaning and 
plumbing system in the Hotel Severin. The installation 
required over 24 miles of steam, water, gas and sewer 
pipes, and the employment of 50 skilled mechanics for a 
period of nine months. There are 1,055 plumbing fixtures, 
consisting of 216 recessed bath tubs, 98 shower baths, 
345 water closets, 365 vitreous lavatories, 15 urinals and 
16 slop sinks. A modulation system of steam circulation 
is used to heat the building, six large ventilating fans 
furnishing fresh air and exhausting the foul air, the ca- 
pacity of these fans being 104,000 cubic feet of air per 
minute. The air furnished the rathskeller and main dining 
room is .orced through a water spray air washer, which 
removes all impurities. In summer the air is cooled by 
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retrigeration and in winter heated by blast heating coils. 
The desired temperature of these rooms is regulated by 
thermostatic control. 
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Toledo. 

At a recent meeting of the Master Plumbers’ Associa- 
tion of Toledo, O., President John A. Brooks made an 
address which attracted much attention on the subject 
of “Overhead Expense.” President Brooks claims that 
in a general way plumbers have the wrong point of 
view. Said he: “The greatest thing the plumber has to 
sell is labor. Overhead expense is caused by labor, and 
the plumber is all wrong who charges overhead expense 
to merchandise and labor combined. The man who 
figures his overhead expense directly to labor is always 
sure of coming out whole with his expense, and his profit 
intact. The man who lets merchandise make up a part 
of his overhead expense is likely to lose not only his 
profit but come out behind the game and find that he has 
actually lost money, particularly in jobs where cheap 
merchandise is used. At a matter of fact it costs just as 
much to install a $20 bath tub as one that costs $35." Mr. 
Brooks believes in a system whereby expense and labor 
accounts of the month are closely watched. The labor 
account should then be divided into the expense account 
and the answer would be the overhead expense. “Cut- 
throat policies should be abandoned and every plumber 
should make his bids for work on a basis of actual ex- 
pense with a fair profit, instead of figuring: ‘well if I put 
in a bid for a tair price Tom Jones will under-bid me 
I’d better cut down my figures.’ If you can’t make a 
profit, a fair living price for good work, you had better 
not have the job.” 

Plumbers in Toledo are figuring on a fine plumbing job 
which will soon be let. It is for the plumbing in the 
Walter Hoskins residence and will be one of the most 
elaborate systems ever installed there, amounting to 
something like $3,000. 

Akron. 

The steam heating, lighting and plumbing contracts 
for the large building to be erected at Akron, O., for the 
Main & Exchange Co., are to awarded soon. The gen- 
eral contract is held by Andrew Jackson, of No. 45 North 
High Street, Akron, who is doing the work on a per- 
centage basis. 

Architects Harpster & Bliss, of Akron, O., will take 
separate bids on the plumbing, heating and lighting for 
the new First Methodist Episcopal church, which is to 
be built in that city. Specifications will be ready with- 
in a few days. 

Cleveland. 

T. P. McDermott is doing the plumbing and heating in 
Parse’s residence on Lakewood Avenue, Lakewood, Ohio. 

The Brainard Plumbing & Heating Co. has been award- 
ed the contract for plumbing the Deaf School on E. 55th 
Street, and the Goodrich Boys’ Club House and the plumb- 
ing and heating in the new office building of the Kuhl- 
man Car Co. 

DeWitt Bros. are roughing-in plumbing in the Hirsus 
residence at Warrensville, O. The contract amounts to 
$1,600. 

W. B. Van Sickle has been awarded the contract for 


heating and ventilating Becker’s Noodle Factory on 


Lorain Avenue. The contract amounts to $4,000. 
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UO. O. Thompson, of Euclid Avenue, has been awarded 
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the contract for heating Moore’s greenhouse at Ment 

Kobhtz Plumbing & Heating Co. has secured the con 
tract for plumbing in the May Co’s. new addition. Con 
tract amounts to $46,000 Chis company is now doing the 
plumbing in a 56 suite apartment belonging to Edgehill 
Land Co. 

A. L. Look, of 10422 Lorain Avenue, 1s putting in a 
line of hardware and about first of the year contemplates 
adding an electrical department. If Mr. Look’s business 
grows as rapidly in the next two years as in the past 
two it will be necessary for him to utilize the upper 
Hoors of his building, now being used for residence pur 
POSCS. 

Roy RK. Lorick, Nottingham Station, 1s doing the plumb 


ing in Nelson Brewer's new residence at Euclid. O 


Willoughby. 

Fk. W. Brodbeck 1s roughing-in the plumbing and heat 
ing at lrank White’s residence at Wickeliff, also the 
plumbing and heating at A. S. Drake’s residence in Wick 
cliff. 

Kennedy & Rockafellow are tinishing the plumbing and 


heating at Harrison Otis’ residence on Ridge Road 


Berea. 

H. A. Curtis is doing the plumbing in John Kindler’s 
residence at Kamm’s Corners and also has several jobs at 
Purita Springs. 

Ik. M. Webber has just completed a contract for heat 


ine Gus Geiger’s new residence on the Bagley Road 


Wooster. 

H. P. Rennecker has just completed a nice hot water 
iob at Peinck’s greenhouse in South Buckeye, and he 
is now roughing in the plumbing in Fred Heim’s res! 
dence at Bloomington, ©. 

Bissell & Derr are replacing the boiler and remodel 


ine the heating system at the American Hotel 


Defiance. 


The plumbing tirm of Carey & Hall, Defiance, secured 
the heating and plumbing contract for the new Bowling 
(;reen post office building being erected by the U. S. 


The contract will amount to approximately 


(;,overnment. 
ST 500. 





syvlvania 





Pittsburgh and Vicinity. 

The W. N. Sauer Plumbing Co. has secured plumbing 
contracts for two large buildings which are to be erected 
in Schenley Park by the Carnegie School of Technology. 

Contracts will soon be placed for the steam heating 
and plumbing in the new $80,000 theatre and business 
block, which is being erected in Uniontown by Charles 
H. McGorley. 

At a probable cost of between $950,000 and $1,000,000 
contracts will be placed within another month for the 
construction of a new Masonic Temple in the Schenley 
district, which is to occupy a site 135 by 200 feet. Sep- 
arate contracts will be let for the lighting, plumbing 
and heating. Jenssen & Abbott of the Renshaw Build 
ing, Pittsburgh, are the architects. 

The Weldon-Kelly Co. has closed two favorable con- 
tracts during the last few days, those for the plumbing 
in the $40,000 restaurant for the John R. Thompson 
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Restaurant Co., and also the plumbing contract in the 
$5,000 stable being built by the Haugh & Keenan Stor- 
Alpe Co. 

|. A. H. Junker, who is erecting a $4,000 garage, has 


iwarded the plumbing to the Knoxville Plumbing Co. 
e heating in the $12,000 


Kuhn. of Oakmont 


[he same firm has secured th 
apartment building owned by E. S 
Pa 

Che [ron City Plumbing Co., will do the plumbing work 
in the $100,000 parochial school being built in Johnstown, 
Pa. 

The McGinnis-Smith Co. has been awarded the heat 
ing work in the $85,000 improvement being made to the 
Boggs & Buhl Department store on the Northside. The 
plumbing in this addition will be done by the W. N 
Sauer Co., of the Northside 

In the $5,000 residence being built at Monessen, Pa., 
1y Prof. H. FE 
was awarded to the Monessen Plumbing Co., of Mones- 


Gress, the plumbing and heating work 
SCT), Pa. 

Elwood Bros. ot New 
heating contract for the $5,000 residenc: 


Kensington, Pa., have been 


awarded the 


eine erected there ry John Bissell. 
The Central 


las awarded the heating work in its new church build- 


Presbyterian church at Tarentum, Pa.., 
ing, which is costing $30,000, to George F. Higgins, of 
Pittsburgh 

M. Glukoff, who is building a $15,000 picture theatre 
in Sixth Street, Pittsburgh, has awarded the heating con- 
tract to the Anderson-Darragh Co 

Paul Masters, of Parnassus, Pa., has been awarded the 
contract for plumbing in the new apartment building be- 
ing built there by George Wiley 

J. A. Langdon & Son, of Pittsburgh, will do the heating 
work in the $30,000 parish building at Bellevue, Pa. 

Plumbing and heating work in the five garages being 
erected by T. R. Eicholz, will be done by the Moss & 
Blakely Co., of Pittsburgh. 

Caldwell & Semple, at Sharon, Pa., 
heating contract in the $20,000 parish house being built 


were awarded the 


by the Episcopal congregation of Sharon. 

The Stoner Plumbing Co., of East Pittsburgh, Pa., has 
been awarded the plumbing contract for the $3,000 laundry 
and wine cellar, which is being built by W. A. Weir. 

One of the biggest plumbing contracts to be awarded 
in Pittsburgh in many seasons, will be that for the new 
$3,000,000 court house, which it to be erected here during 
the coming season. This new building will probably 
be twelve-stories in height. The consulting architect will 
be Cass Gilbert, of No. 11 East Twenty-fourth Street, 
New York 
eight million square feet. 

Joseph Soffel, of the plumbing firm of that name, was 
one of the ten successful candidates at the recent munici- 
Pittsburgh has a coun- 


This new building will cover an area of over 


pal primary election, for council. 
cil of nine under its charter. There were nearly forty 
candidates in the field, but only ten were to be nominated. 
To get on the regular election ballot, Mr. Soffel had 
votes “to spare.” Because of his popularity, his many 
friends are already predicting his success at the Novem- 
ber election. 

tids are now being taken by Architect Thomas Han- 
nah, with offices in the Keenan 
the steam heating, lighting and plumbing for a new busi- 


ness block to be erected at 909 Fifth Avenue. for Wolk 


suilding, Pittsburgh, for 


tros. Co. 

Bids are being taken for plumbing, heating and light- 
ing for the new First National Bank Building, Northside, 
Pittsburgh, Pa., by Schutz, Schreiner & Clyde, the gen- 
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eral contractors, with offices in the May Building, Pitts- 
burgh. 

sasil Peel, who is building a $6,000 residence in Turtle 
(reek, Pa., has awarded the heating work to R. G. Reed, 
of that town. 

Philadelphia. 

(. M. Sheldrake, Fifteenth Street and Ridge Avenue, 
has been awarded the plumbing contract in the Bijou 
Theatre, which is being constructed at Eighth and Vine 
Streets, for F. English. 

. J. Hott, of 245 South Eighth Street, has been 
awarded the plumbing and heating contract in the new 
apartment house at the corner of Thirteenth and Oxford 
Streets, for H. C. Hahl. 

J. Bordon & Bro., of Nineteenth and Fairmount Ave- 
nue, have been awarded the plumbing and heating in the 
new residence of J. Heath, 1850 North Thirteenth Street. 
(‘onsideration $1,850. 

T. McGowan, of Twenty-ninth and Girard Avenue, has 
been awarded the contract for extensive alterations in 
the plumbing in the property at the corner of Spring 
(;arden and Preston Streets, for B. Beerwald. Cost $1,300. 

R. S. Heckler has been awarded the heating contract 
in the property at 3500 Broad Street, for J. W. Groff. 
(ost $1,465. 

(;. F. Uber & Bro., of Thirteenth and Fairmount Streets. 
have been awarded the contract to install a new drain- 
age system at the southwest corner of Amber and Wil- 
lard Streets. 

J. Schlenz, Twenty-ninth Street and Lehigh Avenue. 


reports a lot of jobbing on hand for this season of the 
year and quite a lot of heating work to install. 

J. J. Sites, jr., 2912 Flether Street has been awarded the 
contract for plumbing 32 new houses which are being 
erected in Logan, Pa., for Mr. Craighead and he is do- 
ing the plumbing on 16 more at 25th and Cambria Streets. 
He has also been awarded the heating contract in the 
new building at 29th and Gordon Streets, for Mr. H. 
Snyder. 

P. J. Hott, of 245 S. 8th Street, has been awarded the 
contract to install heating and plumbing in the new 
building at 10th and Arch Streets, for H. C. Dahl. 

J. P. Rickards & Co., Olney, Pa., have been awarded 
the heating installation in the new residence at 137 Sus- 
quehanna Avenue, for J. H. Bromley. Consideration, 
$1,800. 

T. W. Corbin has been awarded the contract for the 
plumbing and heating in the new residence of S. P. Jag- 
gers, 6409 Old York Road. 

E. R. Sabin & Co. have quite a number of heating con- 
tracts on hand for the coming season, among them the 
following: 5318 Market Street, for Dr. Turner, cost $800; 
1331 Jefferson Street, for D. J. Gubbins, cost $500; and 
62nd and Dickens Avenue, for Wiemalls, cost $500. 

H. T. Campbell, 29th and Thompson Street, has been 
awarded the plumbing and heating in the property at 
26th and Girard Avenue, for B. Weckerly. Considera- 
tion, $1,500. 

F. C. Hoeffelman, 17th and Diamond Streets, reports 
quite a lot of plumbing and heating contracts on hand 
for the coming fall. 

Flynn & Love, 1506 Sansom Street, have been awarded 
the plumbing in the new building which is being erected 
at the corner of 11th and Walnut Streets. 

Edw. Haab, 414 Susquehanna Avenue, is making exten- 
sive alterations to the property at the corner of Orkney 
and Lawrence Streets, for F. Hoffman. 

Architect J. T. Whindram, with offices in the Com- 
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monwealth Trust Building, Philadelphia, Pa., has com- 
pleted drawings for the new Western Pennsylvania Pen- 
itentiary, which is to be built in Centre county, De- 
tailed specifications of plumbing, heating and lighting 
will be ready for the trade ere long. This new prison 
is to take the place of Riverside Penitentiary, overlook- 
ing the Ohio River on the Northside, Pittsburgh, Pa. 
A Well-Known Pennsylvania Plumber. 
J. L. Patterson, of Beaver Falls, Pa., is known to 


nearly all of the trade in that section of the country. 
Mr. Patterson has been in the business a number of 





J. L. Patterson’s Plumbing Establishment at Beaver Falls, Pa. 


years and his customers are numbered among the best 
in that city and surrounding country. Our illustration 
herewith shows Mr. Patterson at the left. 
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Chelsea.—The Buckley Plumbing & Heating Co. expects 
to move into its own building on Fifth Street in the near 
future, as the building is now nearing completion. 

East Longmeadow.—A. A. Beaumier & Co. has the con- 
tract for plumbing and heating in a new house for Crane 
& Speight. 

Foxboro.—George Townsend has opened a plumbing 
and heating establishment in the Union block, in this 
city. 

3rockton.—The contract for the plumbing and heating 
in the new Young Men’s Christian Association building 
has been awarded to the J. J. Powers Co., of this city. 
The contract price is said to be in the vicinity of $20,000. 

Fitchburg.—The Brownell-Mason Co., of this city, has 
been awarded the contract for plumbing in the Fitchburg 
jail by the county commissioners. The contract price was 
$1,218, this being the lowest of several bids. 

Worcester.—Superintendent ot Public Buildings George 
C. Halcott has awarded the contract for plumbing the 
new Andover Street school building to Tucker & Rice for 
$2,469. Other bidders were: John L. McGrath, $2,629: 
M. D. Holmes & Sons, $2,670; O. S. Kendall & Co., $2,679; 
Field & Fielder Co., $2,740; Edward J. Nagle, $2,750: 
William Toner & Co. $2,960. 

Somerville.—Bids for the heating apparatus for the new 
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addition to the high school have been received as fol 
lows: J. J. Hurley & Co., $17,390; C. H. Sanborn. $22 
800; Huey Bros. Co., $17,765; J. F 


launton.—An appropriation to cover the cost of a new 


he Steer. bs | 9 920 


heating apparatus for the Whittendon school has been 
made by the city government and the contract will be let 
soon, 

Kssex.—W. D. Winchester has closed his plumbing shop 
here and accepted al position at / ‘nesbury. 

Brockton.—The contract for the heating and ventilating 
system at the Keith school has been awarded to the John 
5 Powers Co. for $5,196, this being the lowest bid. T he re 
were two other bidders, J. FE. Holland & Co, $5,700: and 
James T. Corcoran, $5,587. 

Hopedale.—John H. Carroll is doing the plumbing worl 
in fifty new houses that are being erected by the Draper 
Co. for its employes 

George Wurzbacher, a member of the plumbing firm ot 
John Wurzbacher & Sons, of Lawrence, Mass., was mat 


ried on September 24th to Miss Annie Schindler, daughte: 


of Mr. and Mrs. John Schindler of that city The wed 
ding took place at the home of the. bride’ parents at 
o'clock in the afternoon. Many guests were present 


Irom Lawrence and surrounding cities ()n their return 
trom their wedding tour Mr. and Mrs. Wurzbacher will 


reside at 14 Hey street 


—— os es o_o, 


Connecticut 


en Ce Ml ne ee 


Suffield. —The town hall building Is to have a new 
heating plant to replace the system that has been in us¢ 
for the past twenty years The contract has been placed 
with Charles A. Ludden, of Chicopee, Mass. The new 
system will be steam instead of hot water, and work on 
its installation will commence soon. 

Hartford.—S. Lyman & Co., a plumbing concern of New 
Haven, has filed a voluntary petition in bankruptcy in the 
United States court here showing partnership liabilities 
of $6,152 and assets of $2,564. Harris Lyman schedules 
his individual habilities at $8,623 and assets at $2,000, and 
Samuel Lyman, another member of the firm, owes $8,945 
and has asets of $500. The third member of the firm, 
Julius Lyman, owes $5,676. 

Bridgeport.—The contract for plumbing in a new house 
on North Avenue for D. lodice has been placed with 
Rockwell and Ford. 

Norwalk.—T. E. 


business from 17 Main Street to 61 Main Street, where he 


Montgomery has moved his plumbing 


has larger and more modern quarters. 

Waterbury.—J. M. Reichenbach has purchased the steam 
and hot water heating, plumbing and gas fitting business 
of W. S. Carberry, at 28 Abbott Avenue 

Morris Cove.—Lewis Thompson has opened a plumbing 
establishment at the corner of Lighthouse Road and Cove 
Street. 

Bridgeport.—George Hebermeihl has the contract for 
plumbing and heating in a house on Harral Avenue for 
Hannah Murphy. 

sridgeport.—The contract for the plumbing and heating 
in the residence of G. W. Hollmaster, on Smith Street, 
has been awarded to John J. Scanlon. 

Waterbury.—The new two-family house, being erected 
at the corner of Roseland and Euclid Avenues tor Mrs 
Charles Parsons, is ready for plastering. The Barlow 
tros. Co. has the plumbing and heating contract. The 


same concern has a contract for heating and plumbing 
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in a house to be erected on Academy Hill in Watertown 
for Mrs. Mary Merriman. 


———s o_o an. el 


Minnesota 
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St. Paul. 

The tirm oft Baird & Sudheimer, tormerly located at 
106 Iglehart Street, has been dissolved. Robt. Baird has 
opened a shop on Grand Avenue, and Louis Sudheimer 
will continue business at the old stand on Iglehart Street. 
Mr. Sudheimmer has been successful mn closing up several 

od plumbing jobs in the last week, among them the 
york in the 1 Ran sey Street play grounds He is also 
installing a pumping and plumbing outht in a summer 
home at White Bear Lake tor Mr. O. Dorsey, and plumb 


ing a new residence for Otto Sanders on Laurel Ave 
ington Parkway; plumbing a dwelling house 
or |. Sullivan at Portland Avenue and Lexington Park 
vay; plumbing a residence for Gust Wagner on Edmund 


Street near Dunlop Street, and one tor Gast Anderson on 


s( miinary \venue 
Torch Bros., of South Wabasha and Congress Streets, 
installing plumbing in new residences for the fol- 


AaTec tT} 
Boete her. 


lowing \. Lodge, 54 [ast Augusta Street; E. 
664 Gorman Avenue: Herman Kastner, 242 Baker Street 
and Otto Neutwig at 867 Stryker Avenue. 

| |). Hyland. of 198 West Third Street, has been 
awarded the plumbing contract on the H. Towel resi 
dence on Summit Avenue and the contract for hot water 


eating in a residence for H. Kramer at 255 Western 


\venue. 
The Capitol Plumbing and Heating Co., of 135 
is overhauling the heating plant in the Albrecht 


Smith 


(venue, 
lence at 682 Lincoln Avenue. 


Herman Nelson. of 1055 Front Street, was low bidder 


resi 


the plumbing and heating in a duplex flat at 1847 Lin 


n 
oln Avenue. 
Ee TT. Connelly. of 413 South Robert Street, has been 


awarded plumbing and heating contract in a business 


block at Empire, Minn. 
H. S. Krause has completed plumbing alterations in the 


State Fair Grounds. About 40 closets and 40 urinals were 


installed. 

T. J. Clark, of 416 Prior Avenue, was the successful 
bidder on both plumbing and hot water heating in a new 
residence for H. Strickler, at St. Anthony Park, and also 
in the Webb store and flat building, now being erected in 
Merriam Park. 

M. J. O'Neil, of 60 East Sixth Street, is installing the 


plumbing in a new summer home at White Bear Lake for 


A. H. Stern. 
|. D. Hyland, of 198 West Third Street, is installing 
new plumbing fixtures and a hot water heating plant for 


the Hamm Brewing Co., at South Robert and Annapolis 


Streets; and plumbing in a 
Tavacot at 867 Ohio Street, and for S. Giese, 219 Indiana 


new residence for F. W. 


Avenue. 

Edw. Snykar, of 1661 Grand Avenue, has been awarded 
the plumbing contract in a residence being remodelled 
for Gebhart Bohn at 1305 Summit Avenue. 

Doyle Bros., West Seventh Street, are installing plumb- 
ing and hot water heating systems in a new residence for 


John Sherba on Warsaw Street. 


KF. J. Stahl, of 506 St. Peter Street, was the successful 
bidder on the plumbing in the Sperry flat building at the 
corner of Wabasha Street and Summit Avenue. Geo. 
McConnor was awarded the contract for the heating. 
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W. Ek. Jurnegau, of 295 Van Buren Street, is installing 
hot water heating plants for Henry Stranlof at 1690 
Wesley Avenue; for H. K. Lee, on Iglehart and Cleveland 
\venues; and in a new residence for himself at 1298 Sem- 
inary Avenue. 

red Brodt. af... of S19 Reaney Street, is installing 
plumbing and heating in new dwelling houses for N. Wel- 
ter at 969 Margaret Street; A. Warner, 700 Hudson Ave- 
nue; and W. Clyber at 987 East Sixth Street. 

\. J. Conroy, Cypress Street, has been awarded the 
plumbing and R. M. Knox, Bancroft Street, the heating, 
in the following new residences being put up by the 
Craftsman Building Co.: <A store and flat on Rondo 
Street, corner Chatsworth; and two dwellings at Hamline 
and Como-Phalen Avenues; Mr. Conroy is also installing 
plumbing for C. Johnson, 1169 Hastings Avenue; for H. 
Miller at 1141 Pacific Avenue and 958 East Fifth Street; 
and tor Smith & Taylor, at 278 Williams Street. 

Nels Nelson, of 1467 Hewitt Avenue, has been success- 
ful in closing up a bunch of work for fall business and 
probably has his share of the hot water heating work in 
the city. Following is a list of parties for whom he has 
jobs: N. S. Carroll, Finn and Cretin Streets; J. F. Keller, 
113 Goodrich Avenue; N. Swanstrom, 1489 Blair Street: 
N. S. Zook, Carroll & Cretin Streets; H. Hartigan, 543 
Capitol Boulevard; John Peterson, 1107 Edgerton Street; 
\. Colestock, Lincoln and Cleveland Avenues; Dr. Feis- 
burg. Fairmuunt and Milton Streets; Gust. Gustafson. 
Sherburne Avenue and Thorpe Street; R. J. K. Murray, 
becker and Simpson Streets; M. Trump residence, Fair- 
view and Watpole Streets; G. G. Whitney, Fairview and 
Walpole Streets; two residences for G. G. Whitney on 
Daytons Bluff; E. S. Doran, Portiand and Dunlop 
Streets; R. J. K. Murray, Fairmount and Milton Streets, 
and Sherburne and Simpson Streets; Ole Husby, St. An- 
thony Park; Edw. Maby, 597 Hague Avenue; Gus Lind- 
gvren, 655 Como Avenue; H. Elmer, 1191 Baldwin Street; 
three houses for T. D. Lane on Portland Avenue; Andrew 
Olson, 679 Maryland Avenue; C. Bussesky, 883 Tuscarora 
\venue; A. Kelind, Blair and Snelling Avenues; R. John- 
son, 1114 Edgerton Street; T. H. Gunn, 1196 Selby Ave- 
nue; Lindstrom and Anderson, 1405 Summit Avenue; John 
Carlson, 765 Maryland Avenue; Central Baptist Church, 
Kaymond Avenue and Shields Street; S. McKay, Selby 
and Pierce Streets; Ben Smokler, 486 Marshall Avenue; 
Adolf Meyer, 1699 St. Clair Street; H. Elmer, 1010 Lin- 
coln Avenue; F. O. Smith, 2169 Iglehart Street; A. Mullen- 
chick, 1000 Iglehart Street; J. Kolstad, Lincoln and Cleve- 
land Avenues; R. J. K. Murray, Aurora and Chatsworth 
Streets; C. P. Abbott,-1991 St. Anthony Avenue; A. Hart- 
ian, Oxford and I[glehart Streets; Gust Anderson, Cleve- 
land and Laurel Avenues; H. Elmer, Grace and Brimhall 
Streets, and Hauge and Dunlop Streets; Gust Anderson, 
Franklin Avenue, So. Minneapolis; H. Laraway, 675 Con- 
way Street; M. H. Netheway, 1509 Grand Avenue; Harvey 
Mills, Goodrich and Holten Streets: E. S. Sweitzer, 1422 
Kdmund Street; and several other jobs. 


City Engineer Stafford of Globe, Ariz., has completed plans 
for the proposed new sewer system for that place. The 
figures for the mains, sludge beds and treating plant amount 
to $34,000. 

Frank Davis, plumber and sheet metal worker of Paw- 
tucket, R. I., is sending out cards notifying his customers 
that he is now located in his new building at 426 Main 
Street, where he is much better prepared to care for his 
increasing business. He was formerly located at 160 Dex- 
ter Street. Mr. Davis is one of the leading master plumb- 
ers of that section of the state. 
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Portland. 


EK. Kilfeather,.of Portland, has been awarded the con- 























tract for building a group of buildings in Astoria for the 
County Hospital and has let the plumbing to W. M. 
Smith, Astoria, on his bid of $3,727. The contract for in- 
stalling a heating system was let to W. G. McPherson, 
on his bid of $2,252. Sutton & Whitney, 
Portland, architects. 

G. Zanello, Builders Exchange, Portland, will build 
a 3 story reinforced concrete building in that city tor M. 
Ryan, 267 5th Street. The contract for heating 


Lewis bldg., 


has been 
let to the Oregon Heating Co., Builders’ Exchange, and 
the contract for plumbing to Fox & Co., 209 Second 
Street. <A. C. 

The Brayton Engineering Co., 


Ewart, Beck Building, is the architect. 

Lumbermen’s Building, 
Portland, is receiving bids for the installation of a heat- 
ing plant in the eight story reinforced concrete, Pittock 


Block, under 


tric Co. in Portland. The same concern ts also receiv- 


construction for the Northwestern Elec- 
ing bids for heating, plumbing and ventilating in the 
twelve-story Stephens Building, Park and Washington 
Streets. 

W. W. Cox, 76 North Park Street, at $6,044 was low 
bidder for heating and ventilating in the new Sellwood 
school. 

Fullman & Walker, 425 Jefferson Street, received the 
contract for plumbing the Sellwood school building. Their 
bid was $2,031. 

The Pacific Heating & [Engineering Co., 
Commerce Bldg., recently received the award for boiler 


(Chamber ot 


equipment in the School for the Deaf, at Salem. The 
same firm has a like contract for the School for the Blind. 
The ftormer named contract was secured on a bid of 
$2657, and the latter on a bid of $3,237. 

The contract for plumbing in a five-story building 
under construction for the Modern Confectionery Co., 
Fast 11th and Flanders Streets, has been awarded to 
the Alaska Plumbing Co., 

The school board ot Falls City, Ore., 


Builders Exchange. 


recently awarded 


the contract for a heating and ventilating plant in a new 
school to L. C. Eastman, of the Silver Bow Pipe Co. 
The work entails the expenditure of $1,500. 

Plans for heating and plumbing systems to be installed 
in the First National Bank of Forest Grove, Ore., will 
soon be ready for figures in the office of W. B. Bell, archi- 
tect, Worcester Building, Portland. 














Seattle. 

Jusiness among Seattle plumbing and heating concerns 
is fine according to their statements, and from all ap- 
pearances more work along this line will be done in this 
city during the coming winter than tor many years past. 
In the first place, many new business structures and 
homes are under construction or have just been com- 
pleted, in which fixtures will be installed and, in the 
second place, a great deal of work will be done on 
residences which have been occupied for years. 

Several local plumbers when asked regarding fall and 
winter prospects asserted that things never looked bet- 
One of the largest firms in Seattle 


ter for a busy season. 
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announces that many _— plants will be placed within 
the next two month 


Aside irom the numerous residences contracts tor 


: at 
ing and plumbing, which are being awarded, the work 
being carried on in several new grade schools. business 
blocks, lodge buildings, etc.. is keeping practically very 
firm busy. The smaller shops take cari f rec — 
jobs, and the larger concerns go for the bie business 

D. H. King, 214 Columbia Street, who has the - 
tract for the B. P. O. E bldg.., a seven-storv stru ( 
reports work progressing rapidly and states that he has 


other things in prospect which will keep his shop fairly 
busy all winter. King is an enthusiastic booster and 3 
apparently well satisfied with the conditions 

The Ernst Hardware & Plumbing Co.. of 514 Pike 
Street, on a bid of $4,407, secured the contract for in 


stalling plumbing in the Tuberculosis Hospital, being 


built by the city. \ll bids submitted for the heating 
system in this building were rejected, and new bids 
will be received by the Board OT Public Works. \. # 
Valentine, chairman, shortly Lhe Northwestern Heat 
ing & Plumbing Co., Prefontaine Bldg... submitted § th 
lowest bid, $4,240. 

The Rautman Plumbing & Heating Co. of G17 4th 


\venue, recently received the award for installine heat 
ing boilers in the U. S. Public Buildine under construce- 
tion in Port Townsend. Its bid for this work was $2.290 

Architects W. W. VeVaux and L. A. Wetherwax. 2307 
Masonic North Yakima, Washington. are re 


ceiving bids for installing plumbing and heating. also 


Te mple, 


for gas fitting and ventilating in the ne A irmoryvy under 
construction on the corner of Sixty-third and Walnut 
Streets, North Yakima. 

| 


of the state are expected to submit bids on this worl 


a 


Plumbing firms from all parts 


The State Board of Control, Olympia, is receiving bids 
at this time for the construction cy} 1X buildings ror 


Washington Veterans’ Home. to be built at Port Orch 


ard. The general contractor will later receive bids for 
the plumbing, heating and ventilating of these buildings 
The contract for heating a High Schoo] building jin 


Hoquiam has been awarded to H. A 
ma, and the 
\berdeen 


are the 


cf 


contract for plumbing to Elway & Miller, 

Stephen & Stephen, New York block, Seatth 
irchitects. 
Stephen & Stephen, Architects, New York block, Seat 
tle, are receiving bids for the installation of a heating 
plant in the new school under constru 
Washington. Many Seattle plumbers hay 
ngures 

W. i bowers, Spokane, was recently awarded the con 
tract for installing plumbing and heating in a _ business 
block being built for Grote-Rankjn, Howard Street and 


Main Avenue, Spokane. 


California 


San Francisco. 





‘8 





The municipal auditorium jobs are still the matter ot 
createst moment before the local trade. No awards have 
been announced as yet, but the competition has narrowed 


] 


down to a few concerns (Owing to the number of dil 


ferent propositions under which bids were submitted, 
however, there is still some uncertainty. Only three 
hids were submitted for a lump sum for plumbing, heat 
ing and ventilating complete, the lowest being that ot 
Kiernan & O’Brien, at $100,796. The lowest 
plumbing only was that of F. W. Snook & Co., $23,957 


bid ro! 
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and the lowest on heating and ventilating, that of the 
Atlas Heating & Ventilating Company, $72,690. As the 
latter two combined are lower than the former, it is 
expected they will get the work. 

The pipe situation on the Coast is unsatisfactory to 
the manufacturers’ agents, though the jobbers report a 
very fair volume of business. One or two are keeping 
their stocks up fairly well, but the majority are buying 
barely enough to keep up their assortments. 
mon custom of late has been to telegraph orders to the 
mills for carload lots as they are needed, which is mad 
possible by unusually prompt deliveries, and this tendency 


The com- 


has been strengthened by recent rumors of a probable 
reduction of prices. Buying ot brass goods also has been 
largely from hand to mouth, but lately a little more 
liberal tendency has been noticed 

fom Fk. Leary, manager of the Coast branch of the 
H. Mueller Manufacturing Co., says there seems to bi 


} 
} 


more life to business all around than there has been for 
a month or so past, and considers the situation better 
than might be expected in view of the general financial 
and commercial conditions that have prevailed through 
the summer 

Kiernan & O’Brien have taken a contract for an oil- 
burning steam heating plant in the 5-story Gartland build- 
ing on Geary Street, near Larkin, at $1,716 

rhe Kkrederick W. Snook Co. has been awarded the 
contract for the heating, sewering, plumbing and gas fit- 
ting for the Sacred Heart College at the corner of Frank- 
lin and Ellis Streets in this city. The contract price for 
the work was $5,254 

(ontracts will shortly be awarded on the new Trobridg« 


& Perkins buildine at the corner of Sutter and Powel! 


Streets. The building will be eight stories high, designed 
especially for physicians, surgeons and dentists. It will 
cost approximately a quarter of a million dollars. Vac- 
uum cleaning and steam heating systems will be in- 
stalled. 

The San Francisco Board of Public Works will shortly 
call tor tigures for the proposed new Oriental Schoo! 
building. This will be a three-story brick Class C build- 
ing with a central heating plant and vacuum cleaning 
plant. 

The San Francisco Board of Public Works is advertis- 
ing for bids for the laying of high pressure mains, con- 
duits and appurtenances through Fort Mason Military 
Reservation from Bay Street and Van Ness Avenue to 
the pumping plant at Black Point. 

Bids are being taken this week for a lot of work on the 
Northern Arizona normal school, including plumbing for 
the girls’ and boys’ dormitories, wiring for the girls’ dor- 
mitory, and complete installation of underground wiring 
for the entire group of buildings. 

All bids for plumbing, heating, etc., on the new city 
hall of Alhambra, Cal., have been rejected. 

The Santa Ana, Cal., Chamber of Commerce is taking 
up the matter of a gas supply for the town. Two pro- 
positions have been considered, the installation of a muni- 
cipal gas manufacturing plant and the piping of natural 
vas from the oil fields of Brea and Olinda. A natural gas 
pipe line has lately been completed from the oil fields 
into Los Angeles, and will soon be an important factor 
in supplying that city and surrounding towns. To in- 
crease the supply, a mammoth gas pumping and com- 
pressing plant is being built near Maricopa, with the 
object of piping gas under pressure. It is expected that 
this will before long result in lower rates in the Los 
Angeles district, with a corresponding increase in demand 
for gas appliances, as this result has already been accom- 


plished in districts nearer the oil fields. 
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The contract for installing a sprinkler system on a new 
pier at Wilmington, Cal., has been let to the Automatic 
Sprinkler Company of America, at $10,881. 

Plans are under consideratien for the enlargement of 
the plant of the Braden Manufacturing Company of 
Hanford, Cal., which proposes to change its name to the 
Hanford Manufacturing Company. The company manu- 
factures pumping equipment, the demand for which is 
beginning to require increased facilities. 

The City Authorities of Pasadena, Cal., are advertising 
tor bids for 4,000 feet of 34-inch galvanized pipe, 2,000 
feet of 2-inch pipe, 3,000 feet of four-inch pipe; and con- 
siderable lengths of 12-inch, 10-inch, 8-inch, and 6-inch 
pipe as well as the necessary fittings. 

Plans are being drawn for a 20-story building to be 
erected in Sacramento, Cal. Though there are at pres- 
ent no provisions in the Sacramento building or plumbing 
laws for buildings of that height, it is understood that 
S. H. Whisner and the Western Securities Company, the 
projectors of the building, have secured unofficial assur- 
ance that the necessary modifications of the laws will 
be made. 

\n election has been called at Inglewood Cal., to vote 
on a proposition to issue bonds to the amount of $150,000 
for the erection of a Polytechnical High School, with 
eymnasium, heating plant and swimming pool. 

The contract for installing a sprinkler system on Pier 
\, Shed No. 1, Mormon Island Channel, Los Angeles, 
(al., has been awarded to the Automatic Sprinkler Com- 
pany of America for $10,881. 

W. H. Richardson, a plumber of Orange, Cal., who 
recently suffered a considerable fire loss, has sold his 
stock to the Kogler Hardware Co. and his tools and fix- 
tures to Edwin Kogler, and will remove to Boston, Mass. 

Buel A. Fuller, a plumber and sheet metal worker, at 
Fullerton, Cal., has moved to new quarters at 125 East 
Linion Avenue in that city. 

Munger & Munger, of Los Angeles, have taken the 
heating and ventilating contract for the Orange county 
hospital at Santa Ana, Cal., at $5,115. An indirect steam 
heating system will be used. 





THE GOOD FELLOW. 





Of course, you’re a good fellow; when you line up at the 
bar, 

Everybody has a round, and then another good cigar. 

They like you for your company, but as you flick the 
toam— 

You forget the Real good fellow, who’s awaiting you at 
home. 


Of course, you’re a good fellow, and your name will head 
the list, 

When they’re fixing up some flowers for some man you've 
never missed. 

You’re a booster for your cronies, and their virtues fill a 
tome— 

You don’t praise the Real good fellow, who’s awaiting 
you at home. 


Of course, you’re a good fellow, till your round of joy 
is spent, 

And you're heartsick, wan and weary, and you haven't 
got a cent; 

When you're down and out and troubled, you know which 
way to roam— 

And you always find the Real good fellow awaiting you 
at home. —Washiungton Star. 
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Heating Department. 
Syracuse, N. 
combination 


Pearson, 
the 
operating 


1,068,924. Thomas 


Y. Ina 


frame, a 


Pipe-Vise. 
of the 
movable 
annular flange, 


device class described, 


ofa jaw thereon, an screw 


movable jaw having 
an undercut shoulder 
of the the 


into two parts in a plane 


having an said an 


provided with for 


with the flange 


annular boss 


engagement screw, and jaw 


being divided longitudinally 


passing centrally through the boss, and a nut threaded 
externally on the boss for preventing spreading apart 
of the sections of the jaw at the point of connection with 


the 


screw. 









] OO 4S] 
1,068,924 
Bradford Borden. 
The Borden Com- 

Ohio. pipe 


chaser-carrier, a 


Tool. 

assignor to 
of 
with a 


1,069,381. Pipe-Threading 
Canada, 
Warren, Ohio, a 
tool, the 
radially-arranged 


Toronto, Ontario, 


pany, Corporation In a 


threading combination 
ot 
ing plate rotatable with, and also relatively to, the chaser- 
of a post rotatable with 


series chasers, and a chaser-engag- 


carrier, said chaser-carrier and 


latter and said there is a relative 


longitudinal movement during the cutting operation, and 
said 


between which post 


means adjustable on said post for interlocking with 


plate for controlling the rotation thereof independently 


of the chaser-carrier. 








Ce ee eee 
1.068.810 








New 


compris- 


Charles F. 
the like 


spaces arranged at 


Boiler. 


Heater 
Ill, <A 


a boiler 


1,068,694. Water Or 


port, Chicago, water heater or 
ing a fire box, having water 
the of the fuel 
the boiler and communicating with the latter through a 
the 
pieces 


the sides of 


sides fire box, a single magazine above 


beneath magazine, hori 


throat 


centrally 
hollow 


arranged 
elongated, 


throat 
zontally co-operating 
with each other to constitute the 
means for pivotally mounting said throat pieces 


magazine 
throat, 
at their upper sides to swing toward and from each other 


at their lower sides, means for holding the lower sides 


of said throat pieces at fixed adjusted distances apart, 
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BAD TRAPS 


are as bad as bad eggs and far 
more costly. The cautious sel- 
dom err. CLEAN SWEEP 
TRAPS keep the home §sani- 
tary. They never air bind, 
others do. The Government uses them on its work 
as well as most of the plumbers in the country. 
In Lead and Brass. 
Detroit Sanitary Supply 


Co. 
Sole Manufacturers 
Antoinette St. & Second Ave. Detroit, Mich. 


























Study Sanitary Engineering 


COURSE A 


Prepares apprentices and helpers for the State Licens 


and Trade Union examinations 

COURSE B 
Prepares proficient plumber tor the position of Sani 
tary Inspector, Plumbing Inspector sanitary In 


spector, ete 
COURSE C 
Prepares Ladies for the 
Lady Sanitary Inspectors 
WRr GU ARAN’ PE E SUCCESS. 
Booklet Free. 


pe — or bis ilth Vis te 


Write 


Prof. Arthur Bateman, M. Inst. S. E., etc 
Director 


Anglo-American Sanitary Correspondence College 
10-12 W. Ontario Street CHICAGO, ILL. 


quick to 




















Detroit Valve 
and Fittings Co. 


Manufacturers or 
Malleable Iron Fittings and 
Special Malleable and Grey 
Iron Castings. Galvanizing 
and Japanning. 











DETROIT, MICHIGAN 


Write for Catalogue 








Constructed of cast-iron and brass and it is better 
than lead bends because it is more sanitary, dur- 
able and easier to install. Is the most practical 
connection between water closet and soil a 

Made to calk or for Durham System. Write for 


booklet. 
- The Edward J. 
Rice Mfg. Co. 
Manufacturers 
11 Plymouth Av. S. 
ROCHESTER, NN. Y. 


The quality remains long after the price Is forgotten 
































“AMERICAN” 


ANTI-SYPHON AND RESEALING TRAPS 


Are the best that experienced and 
competent workmanship can produce 


FROM AN ARTISTIC 


AS WELL AS 


SANITARY POINT OF VIEW 


Deep water seal -over 7”. Full water- 
way. Ground}; int at outlet. Artistic 
in design Sure ior in finish. 


Casting: smooth inside and out. 


AMERICAN SANITARY MFG. CO. 
ABINGDON, ILL. 











Water Tight Connections 
In Soil Pipe Work 


The easiest and bestmethod of making absolutely water tight con- 
nections in soil pipe work, isto use 


The Sisson 


Insertable Joint 


This joint does away 
with the old method 
of springing the 
stack or removing 
wholelengthsot pipe 
Withthe SISSON 
it is never necessary 
to disturb pipe 


R. ESTABROOK’S SONS, South Boston, Mass. 








O. Ue We 


PATENTED 
OCT.5 .1897. 











The Best Insurance 


Against heat loss is pro- 


vided by the 


M. & F. Patented Gas Boiler. 

The narrow zig-zag fire or flue 
passages absorb 95% of all 
heated gases. 

Can you treat a customer 


better than to save him 
money on his fuel bill? 


Our catalog will be sent the minute 


your request comes to hand. 


Macbeth-Fassett Co., :-: Cleveland, Ohio 

















MURDOCK 


On Self-Closing Hydrants 
Means it Is Frost Proof 


Notice the way this hydrant is marked, 
with the name running up and down on 
the body. 

If it's marked that way you are sure it 
is a GENUINE MURDOCK and that it 
will work under any regular working 
ressure., 

very Genuine MURDOCK is thoroughly 
tested before it leaves us and that as- 
sures posftive action under all conditions 
ind makes a satisfied customer every 


mie 
’ it 








Practical Plumber, be on the safe 
. sure it is a GENUINE 
MURDOCK, 
The Murdock Mfg. & Supply Co. 
Cincinnati, Ohio 
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said throat pieces occupying nearer a vertical than a hor- 
izontal plane in both positions of adjustment, and means 
for water cooling said throat pieces. 

Charles F. Newport, Chi- 
like structure, a boiler 
consisting of two parts arranged at the sides of an inter- 


Water-Heater. 
water 


1,068,810. 
cago, Ill. Ina heater or 
mediate fire box having at its bottom a grate and at its 
top between the side a fuel feed opening, each ot 
said side parts being provided with a pair of flues ar- 
ranged at a lower level than said fuel feed opening and 
principally at a level the fire bed on said 
grate, the flues of each pair having free communication 
with each other at the 
box at the other end of the heater with which one of the 
flues of each pair the boiler 
being provided abreast the fire box with a series of lat- 
eral passages which afford the 
fire box and the flues which do not communicate directly 


parts 


lower than 


one end of heater and a smoke 


has open communication, 


communication between 
with the smoke box. 

1,068,927. Valve. \lexis R. Pribil, Detroit, Mich., as- 
signor to Penberthy Injector Co., Detroit, Mich., a Cor- 
\ valve provided with a rotatable 
the 
against 


poration of Michigan. 
stem extends, 


longitudinal 


valve stem, a bonnet through which 


and means for holding the stem 


stem and bonnet 
one other 


a substantially closed pocket for 


movement while being rotated, said 


having coacting parts, entering the and to- 


vether shaped to define 
receiving and retaining liquid in sealing relation to said 


coacting parts. 








; on 
1,069,664 


=s 




















Kirkwood, 


William 
A swinging pipe joint, comprising a 
having a transverse 


Swinging Pipe-Joint. 


1,069,554. 


Pittsburg, Kans. 


plurality of hollow members, each 
opening near each end intersecting the hollow portion, 
for each opening, each elbow having at one 


reduced threaded 


an elbow 
end a solid portion provided with a 
stem and having openings between the solid portion and 
the elbow communicating with the hollow portion of the 
said member, said solid portion being frusto-conical and 
the transverse opening of the hollow member being sim- 
ilarly shaped, nuts threaded on to the stem and engaging 
the outer face of the member to hold the elbow in place, 
the opposite end of each opening from the stem being 
counterbored, a packing in the counterbore, a nut thread- 
ed into the counterbore to hold the packing in place, 
nut on the stem adjacent to the hollow member be- 
connection be- 


the 
ing chambered on its 
tween the other ends of the elbows. 

1,069,103. Method of Heating and Ventilating Build- 
Clinton E. Beery, Rockford, IIll., assignor of one- 


inner face, and a 


Ings. 


third to John MeLee and one-third to John F. Deuel, 
Rockford, III. 


The method of heating and ventilating a 


























room or building, which consists in maintaining the up- 
permost stratum of air therein in a heated condition, in- 
troducing a warm air supply at a temperature lower than 
that of the stratum, into the upper portion of the room 
adjacent to the said stratum and centrally of a preder- 
termined zone thereof, diffusing said air supply along 
the under side of the said stratum, causing said diffused 
air supply to pass downward from the heated stratum to 
the lower portion of the room, and removing said air 
from said lower portion. 

1,070,275. Humidifier. Gustave Adolf Mayer, New 
Dorp, N. Y. <A humiditier for radiators. comprising a 
tubular container adapted to fit between adjacent sec- 
tions of the radiator and provided with an arm adapted 
to pass between adjacent pairs of radiator sections and 
having a bifurcated end, the members of which diverge 
and terminate in heads for engaging the two radiator 


sections in rear of those engaged by the container. 


. ee s  « 
= a 






































1,069,438. Thermostat for Controlling Furnaces. Louis 
Andrew Larson. Minneapolis, Minn. In a motor of the 
kind described, the combination with a working shaft 
and support therefor, of a driving wheel loose on said 
shaft, a contact wheel secured to said shaft adjacent to 
said driving shaft, a pawl and ratchet connection between 
said driving wheel and contact wheel applied to the adja- 
cent faces thereof, a contact ring and traveling contact 
applied to the other face of said contact wheel, a fixed 
contact having continuous engagement with said contact 
ring, diametrically opposite fixed contacts with which the 
traveling contact of said contact wheel engages alter- 
nately, a thermostat having three leads connected to the 
said three fixed contacts, means tending to rotate said 
driving wheel, circumferentially spaced stops on said con- 
tact wheel, an escapement lever yieldingly held in an 
operative position for engagement in succession with the 
stops on said contact wheel, an electro-magnet, a device 
normally locking said escapement lever in its operative 
position and including an armature that is subject to 
said electro-magnet, and electrical connections to said 
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“The Masterpiece” 


THE 


Watson Heat Generator 
THE ONLY PERFECT GENERATOR 


Why? - 


It will always. retain 
ten pounds pressure 





and no more. favs MEAT CEN a 
PPATENTEOR 


"RE WAU TE 





It has no composition 
seats to deteriorate or 
stick. 


It has no mercury to 








waste away. t 





It has no springs to 





become weak. 


It is absolutely FOOL. 
PROOF. 


. 
The Watson Specialty Co. 
Write for booklet Terre Haute, Indiana 























The Turbine Ejector Pump 


The Latest and Best Vacuum Pump 
For All Vacuum Heating Systems 


Applicable to 
oth return 
line and ai. line 
vacuum sys- 
tems, 


Contains  ne1- 
ther pistons, 
valves, springs, 
belts, gears nor 
pinions, 


Noiseless in 
operation, 


Automatically 
controlled, 


Economical in 
power con- 
sumption, 


Practically un- 
limited life, 
needing no ex- 
pert attend 


ance, 


For illustrated 
catalogue giv- 
ing range of 
sizes and com- 
plete informa- 
tion address 





Fischer-Sweeny Bronze Company 
Sole Manufacturers Hoboken, N. J. 


Sole Manufacturers 
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THE A. D. MFG. CO.’S LINE 





‘a Of Wastes and Traps is guar 
-_ => inteed to save you time and 
Deed noney in installing, as extra long 





ip joints permit easy adjust- 
to either old or new work 
parts are heavy and carefully 
i i and finished in heavy white 
pele riiekKe piate A trial 














r ‘i tt 
ler is a good proof Kemem ber, 
we make a complete Une of Caat 
Hrass, Deep Seal, and Bent Tube 


fraps and Wastes 

Your nearest jobber will sup 
piy at factory price, or we will 
hip direct if cash accompanies 
the order Send for Catalog 
vith Master Plumbers’ Discount 
Sheet It means dollars to you. 


A. D. MANUFACTURING CO., Detroit, Mich., U.S A. 



























PAYS FOR ITSELF 
ON THE FIRST JO 


Because it is strong, and adjust- PPT TTT 
able for carrying the largest { 
radiators qu'ckly up and down 44 


narrow crooked stairways and a | 

halls, | } 
BUELL’S COMBINED 

CARRiER AND TRUCK yes and 


pa‘s for itself on the first job 


No matter where radiation is desired vou will find our Carrier 
saves labor, time and strength 











It is justly known everywhere as the steamfitter’s best friend. 
Write for detaila and prices. 


BUELL BROTHERS, Fulton, N. Y. 















































QUICK-PAY NO-KICK 


when you install the 


THERMOGRADE 


SYSTEM OF HEAT MODULATION 


BECAUSE 
The owners are satisfied with 
its delightful, even, noiseless, 
simply regulated heat heat 
that is there when it is wanted 
that saves tuel and labor. 





WHAT IS THE SIZE AND KIND 
of building you are interested 
in heating?’ Give details, if 
possible, and we will send you 
free 

LITERATURE 


best adapted tor the requirements. 


CONSOLIDATED ENGINEERING CO. 


Jackson and Canal Sts. CHICAGO, ILL. 


Represented in all Principal Cities of the U. S. and Canada 
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clectro-magnets including all of the above noted electrical 
contacts, substantially as described. 

1,069,674. Pipe-Joint. Wesley Christy. Pittsburg, Kans. 
\ pipe coupling including a tubular member, a shell re- 
ceiving said member, said tubular member being pro- 
vided with a threaded extension disposed to extend 
through an opening in the shell, a nut threaded on the 
lower terminal of the shell and embracing the tubular 
member, said tubular member being curved to limit the 
movement of the nut in one direction, the nut when ro- 
tated imparting vertical movement to the shell, and a 
jam nut arranged on the threaded extension of the tubu- 
lar member and disposed to contact with the shell to 
lock the shell against movement. 

1,071,242. Device for Cleaning Pipe-Threads. Claude 
Ik. Kramer, Van Buren, Ind. Filed Jan. 25, 1913. A 
thread cleaning device, comprising a body, radial arms 
carried by the body, resilent members carried by the 
said arms and whose free ends are adapted to have bear- 
ing against the threads, means to hold the said members 
at varied adjusted positions on said arms, and chaser 
carried by one of the said resilient members. 





Plumbing Department. 

1.069.871. Kaucet. Frank P. Gillett, Chicago, IIL; Eva 
(. Gillett, administratix of said Frank P. Gillett, deceased. 
\ faucet structure including a casing separately formed 
in two parts and thereafter assembled with one part above 
the other, the under part of the casing having a fluid con- 
veying channel and provided with a faucet mouth in com 
munication with said channel for the discharge of liquid 
from the faucet, and a valve opening for permitting the 
How of liquid into said channel; a plunger valve whose 
stem travels in both casing sections, a spring within the 
channel of the under casing section for seating the plun- 
ger valve when valve opening influence is absent; an abut- 
ment carried at the bottom of the upper section of the 
casing and provided to enable the aforesaid spring to seat 
the valve: a cam shaft journaled in the upper casing sec- 
tion and provided for operating the plunger valve in op- 
position to the aforesaid spring, the upper section of said 
casing having slots permitting the location of said cam 
shaft in position and terminating in bearing recesses for 
said shaft a collar provided with bearing recesses com- 
plemental to the first mentioned bearing recesses, said 
cam shaft working within the bearings afforded by the 
hearing recesses and a cap piece in engagement with the 
upper end of the upper casing section and also with said 
collar thereby to hold the collar in position, said upper 
casing section, plunger valve, spring, collar, abutment, 
cam shaft and cap piece being assembled as a unit inde- 
pendently of the lower casing section thereby to promote 
the facility with which the faucet parts may be assembled. 

1,069,876. Self-Closing Basin-Faucet. Arthur M. Hou- 
ser, Chicago, Ill, assignor to Crane Company, Chicago, 
Ill., a Corporation of Illinois. A locking means for a 
valve stem comprising in combination, a threaded end 
upon said stem, a movable member having threaded en- 
gagement with said stem, and a locking bar engaging a 
slot in said stem, and notches in said member, substan- 
tially as described. 

1,069,972. Basin. Emil F. Metzger, Peoria, Ill. <A de- 
vice of the class described, consisting of a hollow pedestal, 
a base adapted to support said pedestal, a basin secured 
to said pedestal, said basin provided with a hollow arch 
dividing the basin into spaced bowls, the top of said arch 
arranged to have a supply pipe connected thereto, and 
means concealed within said hollow pedestal and arch for 
holding the entire structure together. 
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1,070,003. Closet-Bowl. Charles W. Beswick, Tiltons- 
ville, Ohio. A closet bowl formed with an outlet pipe 
having an opening in the top portion thereof provided in 
its wall with water inlet openings in constant communi- 
cation with the water supply, said wall of the top opening 
merging, at its lower end, into an upstanding lip forming 
a continuous pocket therearound, and a cap insertible into 
top opening and having a depending reduced extension 
insertible loosely into the space defined by the lip, there 
heing a flange depending from the cap and spaced from 
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and surrounding said extension, said flange being insert- 
ible into the pocket, said cap having an enlarged portion 
extending therearound and fitting snugly against the 
upper portion of the wall of the top opening to hold the 
extension and flange of the cap concentric with and 
spaced from the inner and outer faces respectively of the 
lip, and a flange extending from the top portion of the 
cap and bearing on the bowl the lower end of the exten- 
sion on the cap being curved to constitute a continuation 
of the wall of the outlet pipe. 
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of war. “By an unexpect © 


plea for peace. 
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Don’t be a Slave 


to a Stove! 
? ‘* we ca ave you 
| heat ever part 


cr 


Boilers and 


Pierce Radiators 


For Steam or Hot Water Heating 


Dealer's Name and Address} 














How Many People in Your Town 
Are in the Market for Heat? 


if you Knew you would stand a good chance of getting more bualness 
this season, wouldn't you? Well, then, it’s up to you to get wise to 
how our Ready Made Advertising Service can help you to land your 
hare of this business 

We have a whole bunch of ads like the one shown above that are 
bound to boost vour business because they tell the people right in your 
own town that you sell and Install the well known line of 


Pierce Boilers and Radiator 


the kind they read about in the big magazines Don't wait—the sea 
son is here now, send for our big, new, free book—‘‘'How to make your 
Susiness Better.’’ It tells you all about this advertising service and a 
bunch of live money-producing stunts besides 

It doesn’t make any difference whether you handle Pierce goods or 
not, every live wide-awake dealer in the country ought to have it 
Send for the book today—it's free. 


Pierce, Butler & Pierce Mfg. Co., 292 James St., Syracuse, N. Y. 


Showrooms in All Principal Cities 




















Jobbers Should Know 


All About Our Complete Line of 


Alliance 





Vitreous 





Sanitary 
Earthenware 








and our facilities for prompt deliveries. 

In Alliance Ware you will find all that is 
good in sanitary earthenware. 

We solicit your first order after which out 
goods and our facilities will bring us, your 


business. 





THE ALLIANCE COMPANY 
1934-40 Clybourn Ave. 
CHICAGO 
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Advertisements under this heading 4 cents per word per issue, address included, Send cash 
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Situations Open. tral Michigan preferred, Inexperienced | SEI.L YOUR STRPLUS COUPLINGS 

canadien | parties need not apply. Give full y;ar- | and fittings. Write us. The A. & J. 

WANTED: PRACTICAL HEATING EN- | ticulars. Address Box 1007 care “Domestic | Mfg. Co., 557 W. Lake St.. Chicago. tf. 
gineer with selling ability. Must be Engineering,’’ Chicago. 10-4; 11-18 


PARTIES HAVING PATENTS or pat- 


, tent ake cating plan: | - , ANITEOEN. mr Aree . 
competen to make heating plans when SALESMAN WANTED: LIVE ENER- ents pending in plumbing putt heating 




































































es , “eer ogg Atanas for gee getic man for city salesman, in a large | lines wishing to sell or place on royalty 

petent man. Address: box Jvc, Care of city. Must be thoroughly familiar with hasia addreas The Blake Specialty Com- 
Domestic Engineering, ; Chicago ‘ Plumbing and Heating Line. Give ex- | pany, manufacturers a Tr date plumb- 

_— eth le an perience, references, salary expected, Ad- | Ing specialties, tock Island, II. 

WANTED—A Rranch Manager for dress Be fox 1006 care a | 9/20- °7- 10/4-11 11 
western wholesale plumbing goods house; | ns, hicago =e ‘ gene a > ata 

must be thoroughly e x perienc ed in office ae --—— } MANUFAC rt RING IN CAN 

and inside work and have energy and initi- | , ; procity 1s dead. If you want your full 

ative. Strictly confidential. Address Box Situations Wanted. | Share of Canadian trade, you must estab- 

993, care “Domestic Engineering,” Chi- | lish a factory in Canada. Consult us 


about the best location. We can furnish 





cago. 9-13- 20-27 10-4 POSITION WANTED AS FOREMAN IN _ | up-to-date information about every com- 
. . aie eS ee plumbing or heating shop. Over twerty Berar et green hs : 
WANTED—TWO EXPERIENCED years’ experience. Thoroughly practical ~ aang Mee: mayen ae en 
_ traveling salesmen by manufacturing in all lines. Address Box 1005 care of name Ey pte MP in adiemeien a ot nen 
jobber, one to cover Northern Ohio and “Domestic FE ngineering, is Chicago. 10-4 tions and the inducements offered to new 
>| “over So thern O . State expe- sine Ht Sp me t S at ‘ > 
rie ) and by wenger wr "ANTE r industries. We have fully equipped fac- 
rience and by whom employed. Address WANTED: POSITION IN SALES DE- tories for sale. Send full part’culars of 
Box 1001, care ‘“‘Domestic Engineering,”’ partment - aS Salesman. Ten years’ vour requirements to a ae Depart- 
Chicago. experience in plumbing and heating lines. | ment, Heaton’s Agency Toronto 
— s nae nd Address Box 1008 care of “Domestic En- | , re © "se . 
WANTED—SALESMEN CALLING ON | gineering,’ Chicago. 1u-4 a —inieassialiinnsiions 
— oo gy warns 4 to handle a high RECEIVER'S SALE. 
grade salable speciaity on commission. ———— : = = - ek : : 
_ + -e Ss 3 "e F re < , - 
ai For Sale. signed, “Receiver of the ‘Central ‘Closet 
} . - , viv , © c 








yineering, Chicago. ; 
ne ———- Manufacturing Company, appointed by 


9/20-27-10/4-11-18-25 | FOR SALE: RECENT PATENTS FOR the Howard Circuit Court, in Cause No. 

_ es Re a simple, washerless, flush valve, anc 1b? Cres Teste > r YE y 
WANTED—Salesman calling on the | PM «0. ball cock, the washer of which te pg Rec gay HB 0 Aggy 
plumbing and heating trade in natural | turns like a gun barrel on the seat to will. on October 25. 1913. at two P. M.. 
gas territory to handle a well advertised | prolong the period of rewashering. A per- at the office of the said Central Closet 
line of gas burning heating boilers. Ad- | fect water waste prevention tank. Ad- Manufacturing Company in Kokomo In- 
dress Box 983, care of ‘“‘Domestic Engi- {| dress John J. Meyer, 366 Lenox Avenue, diana offer, at public ‘sale. the real es- 
ee. Veen. 5-is New York City. 10-4; 11-18-25 tate, buildings, machinery, ‘office fixtures 


and merchandise on hands of the said 


SALESMAN WANTED BY PROMINENT | FOR SALE: 15 TABLES, HIGH-PRES- Company, as a going plant. 





Chicago concern for Illinois territory, | sure steam, for catalogues or advertis- Bids will be received on merchandise 
acquainted with trade and knowledge of | ing purposes. Copyrighted. Address P. on hand separately. and also on all of 
sega pero ae a Gores. Sales- | O. Box 565, Hammond, Ind. said property as a whole. Bids to be ac- 
sa. with a " ity to hold trade only need ae ae a Ae companied by certified check for one- 
app ly. i — L008, Domestic Engineer- ——$—— ‘ a a i aa tenth of the amount. may be sealed and 
ing,”’ Chicago . San mao | Miscellaneous. sent in to the Receiver to be opened on 

I> SUPERINTENDENT kr SUIS EEEEEE REDE said day. The said property will be 

sa = vee a ture “Aine: — ae | A LIVE NEW AGENCY IS OPEN FOR A offered at Public Outcry. 
eled ware. McVay Walker Co. Address line of plumbers’ supplies and special- Terms of Sale: One-third or any 
only A. C. Walker. 1611 Bluff St.. PITTS- | ties, covering Oregon, Washington, Idaho amount in excess thereof in cash. De- 
BURG, PA. 1-4 and Montana. A grand opportunity for ferred payments shall be evidenced by 
manufacturers wishing representation on notes, with approved security, due in six 
SALESMAN WANTED COMPETENT | the Pacific Coast. Address Box 999, care and nine months, bearing six per cent 
man, familiar with Plumbing and Heat- | of ‘Domestic Engineering,’’ Chicago. interest from date of sale. George C. 





ing Line, one familiar with trade of Cen- 9/20- — Miller, Receiver. 











Put in the White House by 
the U. 8. Government CUDELL 
ANTI-SYPHON 


UTICA SOIL PIPE is me BEST 





F. E. CUDELL’S 


Patent Sewer-Gas and 
Back Water Trap 


. SS For Wash Bowls, Siuks 
SEALS wiTR ’ T Baths and Wash Tubs 


s.% $,%4S, 8. B. CLEVELAND - OHIO 


CAST IRON SOIL PIPE and FITTINGS 
CAST IRON STEAM FITTINGS 
PLUMBING SUPPLIES and LEAD PIPE 


CHARLES MILLAR & SON CO., Utica, N. Y. 
































E J. Closet 
° ° * Bend 
Conforms with codes of 
nearly every city and stat 
in the U S A Recom- 
mended hy master plumt 


it Will Pay You to Investigate the 


INGHAM SHOWER MIXER 


Maximum Comfort, Safety and Economy. Write for free illus- 





ersasa TIME SAVER 
Note sectional view showing th ead which graspe calking and prevents expansion or trated booklet * ‘A Good M Mixer a 
— wa — ac a istment feature Giet a good bend at a surprisingly low IMPERIAL BRASS MANUFACTURING COMPANY 
MICHIGAN FOUNDRY AND SUPPLY CO. DETROIT, MICH. Dept. 194, 1226 W. Harrison St. o CHICAGO 



































¢é 9? 
verybod , 

E ybo y Works But Father Service and Valve Boxes Meter Boxes 
i mother had “The Ladies’ thongs ooee Testing Plugs Wireless P:pe Locaters 
ess water-power wasnin macnine sne cou 
aa" . Flush Tank Regulators 
Sell her one, Mr. Dealer, and get in the M O D E. R N 
ladies’ friend class yourself. 

D. L. Bates & Bro. Co. - Dayton, Ohio IRON WORKS QUINCY, ILL. 
































Mention “Domestic Engineering” when writing advertisers. 































































